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LYNBROOK NATURAL FINISH 


The following publishers have very kindly loaned us the books pictured above. These 
bindings aptly illustrate varied ways in which Lynbrook Natural Finish Book Cloth is being 
extensively used. 


"Heart Be Still," courtesy, Coward McCann. "The Peacock Farm," Longmans, Green. 


Bound by Van Rees Book Binding Corp. Bound by Van Rees Book Binding Corp. 


"Murder of the Honest Broker," Claude Kendall. "The Daring Young Man—," Random House. 
Bound by J. J. Little & Iwes Co.; designed Manufactured by H. Wolff; designed 
by Steele Savage by Ernst Reichl 


"The Tavern Rogue,” Farrar & Rinehart. "Renoir," Alfred A. Knopf. 


Manufactured by H. Wolff; designed Manufactured by H. Wolff; binding design 
by R. F. Berlé by W. A. Dwiggins 


THE COLUMBIA MILLS, INC. 
225 Fifth Avenue, New York 
BOSTON CHICAGO PHILADELPHIA 








T.W. & C. B. SHERIDAN CO. 


NCow offer the most Complete ; 
Line of Bookbinding Machinery | 
in the World 





For the Magazine Binder For the Edition Binder 
i eneneeemeemeneenenennaitientadieenetenemnenmemetenememtetnterintdaiameenennieniamemnamttiaainestmanenel ' 

The Sheridan Gathering Machines 

The Sheridan Single and Double Stitchers . 

The Sheridan Gaba Coverer Th Shesiton Gatherer 

The Sheridan Small Stitcher-Coverer The Sheridan Wire Stitcher 

The Sheridan Continuous Binder The Rowe Trimmer 

The Juengst Gatherer The Sheridan Continuous Smasher 

The Juengst Stitcher The Sheridan Rounder and Backer 

The Juengst Coverer 

The Juengst Binder The Sheridan Backliner with Headbanding 

The American Assembling Machine Co. Gatherer Attachment 

The American Assembling Machine Co. Stitchers The Murray Backliner with Headbanding 

The American Assembling Machine Co. Straight Attachment 
Line Coverer The Sheridan Continuous Casemaker 

The American Assembling Machine Co. Straight The Sheridan Stampers, Inkers and Smashers 
Line Binder The Sheridan Cutting Machines 

The Rowe Trimmer Bundlers 

A complete line of Cover Feeders Standing Presses 


T. W. & C. B. SHERIDAN CO. 


Sales Agents to the Industry for <ai> Bookbinding Glues and Pastes 


135 Lafayette St. 550 South Clark St. 183 Essex Street 
New York, N. Y. Chicago, Ill. Boston, Mass. 


48 Gray’s Inn Road, London, W. C. 1, England 











BOOKBINDING MAGAZTNE—SEPTEMBER, 1934 
Vol. XX, No. 3. Issued Monthly by Bookbinding Magazine, Inc., 1775 Broadway, New York, N. Y. Subscription price is $1.00 a year; 
25 cents a copy. Canadian and foreign $2.00 a year. Entered as second-class matter August 1, 1934, at the Post Office at New York, N. Y., 
under Act of March 3, 1879. 
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Economy Tapes | * 
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in their stitched books 


FOR RE-ENFORCING . 
For 

Send for Samples Pe 

Le. 

SEABURY & CUSHMAN Ay 


Successors to 


JOHN E. DONALLAN & CO. 


12 SOUTH STREET 
BOSTON, MASS. 
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FAMOUS BOOK 
STAMPED 
with 
NEW PROCESS 
GENUINE GOLD 


° ibaa ee a adaane | 


©. & C. Merriam Company of Spring- 
field, Massachusetts, spent $1,300,000 in 
revising and publishing the Second Edi- 
tion of their Webster's New International 
Dictionary. 


The printing, binding, and stamping were 
done by H. O. Houghton Company, 
Cambridge, Massachusetts. For stamp- 
ing the regular style binding they used 
Peerless New Process Genuine Gold. 


For samples of New Process and of other 
Peerless products write Peerless Roll 
Leaf Company, Inc., 913 New York 
Avenue, Union City, New Jersey. 


BRANCH OFFICES: 552 Massachusetts Ave., Cambridge, Mass.—608 So. Dearborn St., Chicago, Ill—Audrey House, Ely Place, London, Eng. 
DISTRIBUTORS: Independent Printers Supply Co., Inc., 340 East 3rd St., Los Angeles, Calif—Norman F. Hall Co., 167 First St., San Francisco, 
Calif—Advance Sales, Inc., 1913 Washington Avenue, St. Louis, Mo.—Wilson-Munroe Co., Ltd., 18-20 Duncan Street, Toronto 2, Canada 


September, 1934 
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Annual Convention 


Book Milanuracrurers’ INsTITUTE 


EmpLoyvine Booxksrnpvers OF Amenica 


Chicago. September 12. 13. and 14 


BOOKBINDING MAGAZINE for OCTOBER 


will contain complete reports of 


these important proceedings 


Reserve Advertising Space NOW 


for the Most Interesting Issue of the year 


BOOKBINDING MAGAZINE, INC. 
1775 Breadway (General Motors Bidg.) New York, N. Y. 


Bookbinding Magazine 





BRITANNOTEX 


on 


The Encyclopaedia Britannica 


PARCHMENT 
on 
Anthony Adverse 


ATLAS 
on 


Millions of School Books 


PRODUCTS OF 


THE WESTERN SHADE CLOTH CO. 


CHICAGO, Cermak Rd. & Jefferson St. NEW YORK, 43 Leonard St. 


N. B. Both Parchment and Atlas 
meet State specifications for textbook bindings. 





hasing a “ IN\ainbow™ 


is always considered a futile effort, yet it is the 
“Endeavour” of the moment and may result 


in lifting the Cup. 


Your “Endeavour” is the “Rainbow’’ of 
better books. Let us help you to produce 


them with good materials. 


Write us for new samples of Duck, 
Interlaken Book Cloths, Leathers, 
and other binding materials. 


LUIS DEJONGE & CO. 


NEW YORK 


CHICAGO PHILADELPHIA BOSTON 
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These Volumes Belong on 
The Bookmaker’s Bookshelf 


BOOKBINDING AND THE CARE OF BOOKS, by Douglas 
Cockerell. This book will help bookbinders and librarians to 
select sound methods of binding books. Each method de- 
scribed can be carried out by hand with the aid of simple 
appliances. Contains 122 drawings and a glossary of trade 
terms. $3. 


THE TWENTIETH CENTURY ENCYCLOPEDIA OF PRINT- 
ING. All bookbinding operations summarized as well as 
every other branch of manufacturing in the industry. This 
volume contains 544 pages and 4 colored inserts. Practically 
every machine and device for the production of printed 
matter and books is illustrated. $10. 


THE ART OF MARBLING. Most comprehensive practical 
guide to marbling with 26 specimens of marbling and also 
illustrations. Full directions and instructions. $5. 


DYNAMARHYTHMIC DESIGN, by Edward B. Edwards. The 
first book to apply to the creation of new designs the prin- 
ciples of dynamic symmetry. Shows how to build up synthetic- 
ally, a new design fabric based on geometrical principles of 
proportional growth and arrangement. Enables the designer 
to break away from slavishness of tradition and create fresh 
ideas. $3.50. 









RED 


STREAK 
Gummed Hollands 


—are meeting with more and more favor 


























every day because bookbinders have learned 
that 





















“there is no substi- 
tute for good glue 
and plenty of it.” 














If a Holland doesn’t stick and stick quick we 








BOOKBINDING MAGAZINE, Inc. 
1775 Broadway, New York, N. Y. 
Gentlemen: Send me, postage prepaid, the books checked 


above. | enclose check / money order / cash in full 
payment. 


know the trouble you'll have, and for that 
reason we have exerted every effort to make 


Red Streak the best Holland you can buy. 



























Name: 





Address: There is a Red Streak Holland to meet your 


every demand. Why not ask us for samples 
today and end your Holland worries by 
60 page Reference specifying Red Streak. 
Book and Mailing 
LIST CATALOG 


Gives counts and prices on 


Red Streak Hollands, Sealing 


8,000 lines of business. es, and “Flat as a Pan- 
Shows you how to fee seenies lists by ter- Tap “ 
ritories and line of 


ic ess. Auto lists of cake” Gummed Papers are 


Shows von tape op use die waniie oo aol sold by leading paper jobbers 
everywhere. 


R. L. POLK & CO. 
Polk Bldg.—Detroit, Mich. 


ranc in Princi iti 
World's Lengeet Gly Dicecaory Pobllahor The Brown-Bridge Mills, Ine. 
cee ee or ere an Adeecdainn. Box B Troy, Ohio 






Use this coupon for samples. 
No Obligation 


Save Time and Trouble With 


DREDGE 


Silver Tipped 
RULING PENS 


Correct in Principle 







The Brown-Bridge Mills, Inc. 
Box B, Troy, Ohio 











Am interested in what you say about Red Streak Hollands. Send 
me without obligation complete details and sample book. 






Efficient in Operation 


The A. DREDGE ee eg ea i i ia eeu mel 


Ruling Pen Company SeTTCrrrrrrrr rrr rrr ree ee eee eee ee 
350 West 3Iist St., New York, N. Y. 
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BOSTON WIRE STITCHERS. 


Will do your Saddle and Flat Stitching in the Quickest . 


time and at the Lowest cost because they are 


| 





Easiest to Feed 

Quickest to Adjust 

Fastest Operating 

Quiet Running 

Free from mechan- 
ical troubles 


Girls stitch more 
books per day on the 
Boston because it has 
every feature that adds 
to the comfort of the 
operator and ‘ease of 
handling the work. 


BOSTON NO. 2 WIRE STITCHER BOSTON NO. 17 MULTIPLEHEAD 


Equipped for saddle and flat stitching. The WIRE STITCHER 

narrow stitcher head permits rapid handling Recommended for pamphlet work, check book 
stitching, sales/books, and other similar work 
handled in gangs of 2 or more up. Heads are 
movable sidewise, and can be attached or re- 
Only one adjustment to’ make. moved instantly. For flat or saddle stitching. 


and accurate control of booklets. Operates at 


speeds up to 250 or more stitches per minute. 


Ask for new 8:page catalog describing the complete line..of Boston Book Stitchers. 


DEXTER FOLDER COMPANY 


28 West Twenty-Third Street, New York City 


CHICAGO PHILADELPHIA BOSTON CLEVELAND ST. LOUIS SAN FRANCISCO 
117 W. Harrison Street Sth and Chestnut Streets 185 Summer Street 1931 E. Glst Street 2082 Railway Ex. Bldg. HH. W. Brintnall Co. 
51 Clementina Street 
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STABILIZATION PROGRAM NOW EFFECTIVE FOR BOOK MANU- 
FACTURING INDUSTRY 


BOOKBINDERS HEAD FOR "WINDY CITY," AGAIN SCENE OF 
ANNUAL CONVENTION 


NEW UNIFORM SALES CONTRACT 


GUILD MERRY AT SUMMER OUTING 
By Herbert J. Stoeckel 


WATCH YOUR WIRE STITCHERS 
By Hedley Prout 


BRITANNICA JUNIOR EMPHASIZES BINDINGS IN COLORFUL 
SALES CAMPAIGN 


VARIETY OF BOOKMAKING COURSES OFFERED IN NEW YORK 
THIS SEASON 


CASHING IN ON CASING-IN 


BINDERY BREVITIES 
By The Optimist 


ODDITIES GATHERED AND BACKED ... 


SUPPLIES AND EQUIPMENT ~... 


THE BOOKMAKING PARADE 


NOVEL INVITATION TO HOUSEWARMING BUILDS GOOD WILL 
FOR COAST BINDERY 


READERS WRITE 


OPPORTUNITIES . 


Published on the first of each month by BOOKBINDING MAGAZINE, 
INC., in the General Motors Building, 1775 Broadway, New York, N. Y. 
Telephone: Circle 7-6126-7. Subscription: $1.00 per year in the United 
States, single copy 25c; $2.00 in Canada, Great Britain, and all other 
countries. Group subscription rates on application. 


Business Manager: Arthur Freund 
Editor: David M. Glixon Contributing Editor: Herbert J. Stoeckel 
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may have a great deal in common 


beneath greatly differing outward 
appearances. » » » The reverse is true 
of books. Their contents may be entirely dis- 
similar, but, as in the group shown above, with Holliston 
bindings they all have in common the appearance 
and substance of quality. Fiction or Fact, Text Book or Fairy Tales 
—there is a Holliston Fabric to meet every requirement. 


Books shown thru courtesy of Penn Publishing Company. 


THE HOLLISTON MILLS, INC. NORWOOD, MASS. 


BOSTON : NEW YORK : PHILADELPHIA - CHICAGO : ST. LOUIS 
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Stabilization Program Now Effective 
For Book Manufacturing Industry 


| Copies of Cost Determination Schedule Sent to Mem- 
bers of Book Manufacturing and Publishing Industries; 
New Uniform Sales Contract Governs All Edition Work 


HE stabilization program for 
edition book manufacturing, 
which was finally approved by 
General Johnson on August 4, went 
into effect on August 14. This 
marks the successful conclusion of a 
series of difficult negotiations with 
N RA which have been in progress 
since the very day the Code became 
effective. The edition book manu- 
facturing industry is thus the first in 
the Graphic Arts Code to receive 
N RA approval for a complete stabil- 
ization program, covering all its 
products and all transactions. 

The stabilization program which 
has been approved includes Cost De- 
termination Schedules, the Classifica- 
tion Plan for Equitable Competition, 
and the Uniform Sales Contract to 
govern all transactions involving edi- 
tion book manufacturing. The Cost 
Determination Schedule includes all 
the more common items in composi- 
tion, electrotyping and stereotyping, 
press work and binding. 

The schedule approved was one 
proposed by N R A as a result of pro- 
tracted and detailed investigation of 
book manufacturing costs by an 
N RA accountant, and after careful 
scrutiny and revision by the Division 
of Research and Planning, officials 
concerned with N RA policy, and all 
the other boards and divisions re- 
quired to pass on stabilization pro- 
grams. Approval was recommended 
by Division Administrator George 
Buckley after a final conference at 


September, 1934 


which were present representative 
committees from the manufacturers 
and the book publishers. 

The book manufacturers’ commit- 
tee accepted the proposed Schedule 
on behalf of its National Code 
Authority and on behalf of its in- 
dustry. The publishers’ committee, 
stating that it was not authorized to 
make any decision, protested against 
N RA approving any Schedule at all, 
thus reversing the position taken by 
the complete committee of publishers 
during the conferences with the book 
manufacturers, 


GENERAL JOHNSON’S Exec- 
utive Order accompanying the Sched- 
ule provides for a ninety-day period, 
and according to the National Code 
Authority, “the extension of the 
Schedule period, on action by N R A, 
will depend on the industry—on how 
well we use it as an instrument for 
self-government and for the elimina- 
tion of unfair competition. Revision 
of figures, if any, will be based on 
actual costs of operations revealed 
during the period, which, in turn, 
can be determined only if the indus- 
try promptly and completely puts 
itself on a sound cost accounting 
basis.” 

All procedures in connection with 
the Schedule and the Executive 
Order are in strict accordance with 
the Code itself. 


This new Schedule represents a 


plan for stabilization which the in- 
dustry has been demanding since the 
beginning of Code formulation. ‘The 
cost figures represent the lowest, in 
the view of NRA, at which work 
can be done without hardship to the 
members of the industry, and they 
represent a fair, equitable basis to the 
industry’s customers. It is empha- 
sized that these are minimum costs 
and not maximum prices. In many 
cases they are below such present 
prices as are based on actual costs. 
A reasonable profit should therefore 
be added to the Schedule figures, ac- 
cording to the National Code 
Authority. 

General Johnson’s order also pro- 
vides that: 


‘6 

On and after the effective date 
of this order, no establishment shall 
sell, or offer to sell any product listed 
in said cost determination schedule at 
a price lower than the minimum costs 
specified therein, less the differentials 
and the quantity, or other, discounts 
therein stipulated; provided that, this 
prohibition shall be subject to the 
following exceptions: 

“(a) An establishment which uses 
a method of cost finding prescribed 
by the National Code Authority in 
accordance with the provisions of 
Section 26 of the Graphic Arts Code, 
or if such method has not been pre- 
scribed, an adequate cost finding sys- 
tem, and can thereby determine its 
costs for such products as lower than 
those listed in said cost determination 
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g this program lies the 
hope of the industry of 
raising itself out of the desper- 
ate conditions resulting from a 
year of the intensest and most 
destructive competition in its 
history,” says O. H. Cheney, 
Code Director. "We now have 
the plans and the tools with 
which to build our recovery—it 
is up to us to use them intel- 
ligently and cooperatively." 
Adherence to every item in 
the Stabilization Program is im- 
perative if its beneficent effects 
are to be felt. 


schedule, may sell such products at 
not less than the costs so determined ; 
provided that, the National Code 
Authority may disapprove the cost 
finding system of such an establish- 
ment upon proper investigation and 
finding that such system is inadequate, 
and provided further that, the de- 
cision of the National Code Auth- 
ocrity shall be subject to the review 
of the National Graphic Arts Co- 
ordinating Committee and the Ad- 
ministrator. 

“(b) An establishment may in de- 
fense of its business meet a bona fide 
competitive bid of another establish- 
ment, provided that the facts of the 
bid so made shall be immediately 


reported to the National Code 
Authority.” 


SomE complaints have been made 
by book manufacturers that some 
customers are confusing the Cost 
Schedule with fixed prices and that 
in some cases publishers are asking 
their manufacturers to reduce prices 
which have prevailed even during the 
present cut-throat competition down 
to the level of the minimum costs set 
forth in the Schedule. The National 
Code Authority points out, at the 
suggestion of N R A, that the Sched- 
ule figures are net costs, with no 


profit included. In some cases, con- 


tinued survival of manufacturers 
would be impossible if the Cost 
Schedule is used as a price list. Pub- 


lishers who have been paying fair 
prices in the past and who have fig- 
ured their manufacturing require- 
ments under the new Schedule, find 
that there is very little increase, if 
any, in their manufacturing costs, and 
in some cases there is a decrease. 
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As in the Schedule promulgated 
last spring plants are classified geo- 
graphically and with respect to com- 
pleteness of facilities. In the new 
Schedule, which is distributed in 
loose-leaf form, a number of plants 
are listed under these five headings: 
Boston, New York, Philadelphia, 
and Chicago Market Regions, and 
those outside the “publishing area.” 
Establishments not listed must apply 
to the Code Authority for classifica- 
tion; and until receiving written 
notice of such classification, they may 
not quote lower than the basic cost 
schedules. 

Every mechanical factor of book 
production is included. Also given 
are tables of differentials to be de- 
ducted from the various schedules 
depending on class and type of plant. 

The Uniform Sales Contract, also 
approved by NRA, includes the 
provisions from the Code which have 
been in effect since February 26. The 
Code specifically declares that any 
modification or violation of this Sales 
Contract is a violation of the Code 
and is subject to the penalties pro- 
vided in the Recovery Act. The 
complete text is printed elsewhere in 
this issue. 


A LETTER from O. H. Cheney, 


Code Director, accompanying the 
program, says: 
“NRA officials and this Code Au- 


thority sincerely believe that in this pro- 
gram lies the hope of the industry of 
raising itself out of the desperate con- 
ditions resulting from a year of the in- 
tensest and most destructive competition 
in its history.. We now have the plans 
and the tools with which to build our 
recovery——it is up to us to use them in- 
telligently and cooperatively. 

“Every word of the enclosed program 
is important—every book manufacturing 
transaction must be governed by it and 
by the Code. The whole program must 
be complied with by everybody, whether 
or not most of his work is book manu- 
facturing and no matter what Code Au- 
thority has jurisdiction. The only pos- 
sible exceptions and exemptions are those 
set forth in the Executive Order and 
they can be granted only after the pro- 
cedures as announced. 

“It is absolutely necessary that every 
person in every establishment concerned 
with selling or ‘estimating be fully 
familiar with the details of this program. 
The Code Director and his staff are 
ready to give any help and explanations 
needed at any time in applying this-pro- 
gram. From time to time, bulletins will 
be issued embodying explanations and 
examples. Supplementary interpreta- 
tions and rulings will be issued as often 
as necessary and will be sent to all in the 
industry, and will have the same force 
as the Schedule itself. Don’t hesitate to 








ask questions—it is better to ask too 
many questions than to be cited for Code 
violation. The penalties for non-com- 
pliance with any item in the program are 
exactly the same as for non-compliance 
with the Code. 


“We hope and expect to have the co- 
operation of all our customers who sin- 
cerely desire sound stability in the book 
industry. By order of the Code Author- 
ity, copies of the whole program have 
been sent to them. 

“August 14 is the day for which the 
industry has been waiting and working. 
Here is the greatest opportunity for put- 
ting edition book manufacturing on a 
sound basis—let us all make the most of 


gg 

Extra copies of the Schedules of 
Reasonable Costs and the Uniform 
Sales Contract may be obtained at 
$1.00 per copy from the office of the 
National Code Authority of the 
Book Manufacturing Industry, 100 
Fast 42nd Street, New York City. 


Code Authority Sets Up 
Credit Bureau 


In accordance with the provisions 
of the Code of the Book Manufac- 
turing Industry, the Code Authority 
last month authorized the immediate 
inauguration of the Credit Bureau of 
the industry. The first Bureau ques- 
tionnaire has already been distributed, 
and regular credit information forms 
for recording monthly transactions 
will be issued shortly. 

Such a bureau, it is pointed out, 
has long been a need of the industry. 
After sufficient data have been accum- 
ulated, the Credit Bureau will furnish 
on request, to any book manufacturing 
establishment, credit information of 
the following general type on custom- 
ers of the industry: status of publish- 
ing or other activities, financial status, 
promptness of payment, range of vol- 
ume of manufacturing done, 


Detroit Graphic Arts Rentals 
Studied in Survey 


A survey of rentals paid by book- 
binders, as well as others in the 
graphic arts, is being conducted by 
Typothetae-Franklin Association of 
Detroit. The survey will attempt to 
establish a fair basis of rentals in 
judging comparative prices, and to in- 
form members of average rentals in 
gauging their own rents. 

This standard will be made flexible 
in accord with changes in prevailing 
costs. Consideration of the type of 
building used and of the heating ar- 
rangements is being made in the 
rental survey. 
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Two No. 12 Smyth Book Sewing Machines in the plant of Doubleday Doran and Com- 
pany. The photograph does not show the third machine purchased by this company. 


THE NO. 12 OFFERS 


Extreme flexibility. Books containng sections of different thickness can be 
sewn perfectly. 


The easiest and safest Book Sewing Machine for an operator to feed. 
Greater production on all classes of work. 


Better sewing on all classes of work. 


E-C-FULLER COMPANY 


NEW K 
28 READE ST. 


YOR CHICAG 
343 S° DEARBORN ST. 
September, 1934 





Bookbinders Head for “Windy City’, 


Again Scene of Annual Convention 






| Time: Wednesday to Friday, September 12-14. Place: Drake 
Hotel, Chicago. Occasion: Joint Convention of Book Manu- 
facturers' Institute and Employing Bookbinders of America 


ROM all over the country 

book manufacturers in all classi- 

fications will travel to Chicago 
next month to attend the Second An- 
nual Convention of the Book Manu- 
facturers’ Institute and the Fifteenth 
Annual Convention of the Employing 
Bookbinders of America, which will 
be held at the Hotel Drake, Chicago, 
on Wednesday, Thursday, and Fri- 
day, September 12, 13, and 14. 

The meeting, which was originally 
scheduled for October, has been set 
ahead in order to give the industry 
an opportunity to discuss questions 
arising from the newly approved 
stabilization program, described else- 
where in this issue. There is every 
indication that this is to be a gather- 
ing of the greatest significance, one 
which will have a profound effect or 
business conditions throughout the in- 
dustry during the coming period. Not 
only does it mark the beginning of 
an era of active operation of the Code 
cf Fair Competition in its fullest 
meaning, but it will—by means of 
open discussion and free questioning 
—clarify obscure points which may 
have arisen in interpreting any sec- 
tions of the stabilization program. 


The work of the past year has 
been complicated and enormous. 
Officers and committee heads have 
given up a vast amount of their time 
in order to obtain the fairest and 
most far-seeing benefits for associa- 
tion members. All this work will be 
reviewed during the convention ses- 
sions and the direction of future acti- 
vities will be indicated. In addition 
to the very important topics which 
are to be discussed, the meeting will 
hear the regular annual committee 
reports. Officers will be elected for 
both organizations and the new board 
of directors of the Book Manufac- 
turers’ Institute will become the new 
National Code Authority for the 
Book Manufacturing Industry and 
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the Trade Binding and Paper Ruling 
Industry. 


THERE will be special meetings 
for superfinish cover manufacturers 
and library binders at which vital 
problems of Code administration will 
be discussed and questions answered. 

The tentative program for the 
three days of the convention is ap- 
proximately as follows: 

On the morning of Wednesday, 
September 12, there will be held the 
meeting of the Code Authority. 

At 1:30 Wednesday afternoon the 
entire convention will meet in joint 
open session in the Tower Room. 


During Thursday and part of Fri- 
day, the various branches of book 
manufacturing, such as the edition 
and library groups, will hold separate 
group meetings. 

Friday afternoon will be the final 
joint session, meeting to take action 
on the various problems previously 
discussed. 


Mempers leaving New York 
for the Convention will travel on the 
Exposition Flyer, leaving 12:50 
E.S.T., Grand Central Station, on 
Tuesday afternoon, September 11, and 
arriving in Chicago at 8 o’clock Wed- 
nesday morning. At least two cars 
are reserved for the party, which will 
be augmented by another eastern con- 
tingent at Buffalo. 

All members are strongly urged to 
attend this momentous session and 
the Chicagoans are urging the attrac- 
tions of the World’s Fair with its 
additions and improvements over last 
year. 

Bookbinding and printing exhibits 
at A Century of Progress, Chicago, 
have attracted considerable attention 
this summer. The replica of the 
Gutenberg press in the exhibit of 


The Cuneo Press, Chicago, is always 
surrounded by a knot of interested 
spectators. Among the early repro- 
ductions from the press are Frederic 
W. Goudy’s two pages from an early, 
uncompleted English history on which 
William Morris was working when 
he died. Trustees of the Kelmscott 
Press printed two of these pages on 
vellum, copies of which are in the 
Newberry Library, Chicago. 

Dr. O. M. Forkert, instructor of 
printing arts at the school of the Art 
Institute, Chicago, is in charge of the 
Cuneo exhibit and the press. He is 
distributing a limited edition of a 
booklet on early presses. Other 
graphic arts exhibits include that of 
the Society of Typographic Arts, spon- 
sored by Ludlow Typographic Co. 

Ernst Hertzberg & Son, the Chi- 
cago extra binders, have an unusual 
exhibit of beautifully bound volumes, 
valued at from $8.50 to $500. ‘Tool- 
ing and inlay work are daily demon- 
strated by an expert finisher. An 
outstanding Hertzberg item is a mo- 
saic reproduction of a painting by 
Grutzner with inlaid bits of colored 
leather. 


New Bindery for Rochester 


The Riverside Book Bindery, 34-36 
Aqueduct Street, Rochester, N. Y., 
was organized last month to engage 
in trade, edition, and library binding. 
William C. Wandersee is president 
and secretary ; William J. Eckert, Jr., 
vice-president and treasurer. Both 
were formerly executives of the 
Rochester Book Bindery. 


Shakespeare "First" in N. Y. 


An unrecorded copy of the Shake- 
speare First Folio has been acquired 
by Gabriel Wells, New York rare 
book dealer. A feature are anno- 
tations made by a reader shortly 
after Shakespeare’s death. 
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AMERICA'S 
LEADER 


in 
Constitutional 


Affairs 


JOHN MARSHALL 


~~ & A 


In law his arguments were unanswerable—in politics his platform 


was unbeatable—as a diplomat his opinions were unalterable— 
as Chief Justice of the Supreme Court his decisions were incon- 
testable. Marshall was the main support in shaping a strong 
constitutional form of government, just as Davey Board is the 
main support in shaping a strongly constituted book. . . 


America’s Leader In Binder’s Board 


DAVEY Bini 


Davey Board’s arguments for quality are unan- 
swerable. After long trial, the decision of book- 
binders is unalterable—Davey Board produces a 
better job. In the Supreme Court of judgment by 
the publisher, Davey Board ranks as the most de- 
pendable cover structure—for 93 years an incon- 


THE DAVEY COMPANY, _ testable opinion and one that YOU will hold upon 
” s ’ 
164 Laidlaw Avenue, Jersey City, N. J. fair trial! 


DISTRIBUTORS IN ALL PRINCIPAL CITIES 
MILLS AT: BLOOMFIELD, N. J. DOWNINGTOWN, PA. JERSEY CITY, N. J. 
Canadian Representative: The Brown Brothers, Ltd., Toronto 2 
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New Uniform Sales Contract 


|] Approved by the National Code Authority of the Book Manu- 
facturing Industry, to Govern All Transactions in Edition Book 


[The following is the text of the 
revised Uniform Sales Contract 
which went into effect among pub- 
lishers and book manufacturers on 
August 14.] 


TERMS 
[Specified by Code Appendix of In- 
dustry A-4 (h) to (1)] 

(a) After the effective Date of 
this Code no establishment shall grant 
terms in excess of those herein 
established. 

(b) 1. Billing. — Composition, 
plate-making, paper and _ printing 
shall be billed when completed ; bind- 
ing shall be billed upon completion 
of a specific order, or, at the option of 
the binder, as the books are shipped; 
provided, that all unshipped trade 
books shall be billed within six 
months after completion and all un- 
shipped subscription and text books 
shall be billed within one year after 
completion. 

2. Payment—Maximum discount 
2 per cent for payment in cash not 
later than the 15th of the month fol- 
lowing billing; net to end of month 
following billing; interest to be 
charged thereafter at the legal rate 
per annum. 

(c) When cash payments are not 
made by the end of the month follow- 
ing billing, only legal interest bearing 
trade acceptance * may be taken, no 
discount allowed, and such trade ac- 
ceptances must be given not later than 
the end of the month following date 
of billing. 

(d) The folding, plating, gather- 
ing and/or sewing of all unordered 
sheets, when such work is performed 
by the binder, shall be billed within 
one year after completion. 

(e) Any establishment may, for its 
own convenience, accept quantity 
orders on a deferred billing basis, pro- 
vided that the date of billing meets 


with the approval of the National 
Code Authority. 


CONDITIONS OF SALE 
The following shall be considered 





*The term “legal interest bearing trade ac- 
ceptance” means non-renewable trade acceptances 
for not over 90 days bearing interest at not less 
than the legal rate in the State wherein the con- 
tract is executed. 
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Manufacturing, Under Section 27 (1) of the Graphic Arts Code 


standard conditions of sale in addi- 
tion to all applicable provisions of the 
Code: 


I. General Provisions 

1. Customer's Property—Space is 
provided by the manufacturer to ac- 
commodate the customer for holding 
his property, with the express under- 
standing that if customer uses the 
same, he does so at his own risk. 

2. Insurance——lInsurance is car- 
ried by the manufacturer on the value 
of the labor and materials supplied 
by him during the progress of the 
work, and continues only until such 
time as the work is billed. 

3. Overtime—Overtime requested 
by the customer shall be billed at a 
price proportionate to the increased 
cost to the establishment of such over- 
time. 

4. Loss, Damage or Delay —Man- 


TER FO establishment shall al- 

ter, omit, or in any way 
modify the terms and condi- 
tions contained in the uniform 
sales contract form which may 
be adopted by the National 
Code Authority, and any such 
alteration, omission or modifica- 
tion shall be a violation of this 
Code. [Code Appendix of In- 
dustry A-4, (g).] 

"When a code of fair compe- 
tition has been approved or 
prescribed by the President un- 
der this title, any violation of 
any provision thereof in any 
transaction in or affecting inter- 
state or foreign commerce shall 
be a misdemeanor and upon 
conviction thereof an offender 
shall be fined not more than 
$500 for each offense, and each 
day such violation continues 
shall be deemed a separate of- 
fense. [National Industrial Re- 
covery Act, Title |, Section 3 


if). J" 








ufacturer is not responsible for any 
loss, damage or delay caused by fire, 
strikes, water or other causes beyond 
his control. 


5. Oral Agreements. — Manutac- 
turer is not bound by any oral agree- 
ments or representations made by 
salesmen or others in his employ 
which are contrary to the provisions 
of the Code and/or the contract; nor 
for any special agreements not con- 
firmed in writing. 
II. Composition, Platemaking and 
Presswork 


1. Calculating Manuscript.—The 
printer, if requested, will to the best 
of his ability estimate the probable 
number of pages which a given manu- 
script will make, based upon the 
specifications submitted with such 
manuscript, but responsibility cannot 
attach to him for inaccuracies in such 
estimate, 

2. Price Quotations from Manu- 
script.—Price quotations made from 
manuscript pages are based upon mat- 
ter appearing in those pages only. 

3. Objectionable Manuscript.—li 
at any time during the process of 
manufacture printer finds that, in his 
opinion, a manuscript contains ob- 
scene or libelous matter and, for that 
reason, declines to continue work 
thereon, he shall be entitled to pay- 
ment for all work already done; or it 
customer will adequately indemnif) 
the printer against any loss, damage 
or penalty, printer shall complete the 
work. 


4. Composition from Manuscript. 
—Printer’s responsibility shall be con- 
fined to a careful composition from 
manuscript. In no case after proofs 
have been okayed by the customer 
shall any claim be made against 
printer for any error, provided errors 
later discovered have not originated 
after return of such okayed proofs, 
and are foreign to any marks thereon. 
Printer’s liability shall not excee« 
that of correcting type or plates. 

5. Editing of Manuscript.—In no 
case will printer be responsible for 
editorial inconsistencies in manuscript 
unless there is an agreed-upon edi- 
torial charge. 

(Please turn to page 48) 
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nterlaken 


BLACKS 
are standard! 


LACKS are the severest test of the 
color-mixer’s art—the one shade 
that is either right—or all wrong! That’s 
why INTERLAKEN blacks 
have been standard for 
years; for the exclusive In- 
terlaken processes and dyes 
produce, not a grey black or 
brown black, but a jet black 
satisfactory under all condi- 
tions and in every grade of 
cloth. Interlaken Blacks are 
adapted to all classes of 
books, only two of which 

are shown here. 


AN OUTLINE OF RELIGION 
THE ELSON READERS by E. R. Appleton 


Foreword by the Rev. S. Parkes Cadman 
THE Elson Basic Readers are a com- 


pletely integrated, well-balanced, and ee 
greatly enriched series of books, so or- Tuts book, giving a tolerant, compre- 


ganized as to reach the interests of chil- hensive, and inspiring account of the his- 
dren. The stories and illustrations fas- tory and meaning of all religions from the 
cinate them, and develop, by progress- far past to the immediate present, is adap- 
ive succession, their habits and skills. ted to the needs of the average reader and 
The six books in the Elson Series are forms a valuable addition to any library. 
designed to meet the need of a system- Profusely illustrated and beautifully 
atically progressive teaching program. printed, “AN OUTLINE OF RELIGION” 

SCOTT, FORESMAN & CO., Publishers is sure to be widely popular. With index. $5 


H. C. KINSEY & CO., Inc., Publishers 


Interlaken 


M iT] PROVIDENCE 
1 S RHODE ISLAND 


Sales Office: 18 Thomas Street, New York 
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Guild Merry at Summer Outing 


| Members of N. Y. Bookbinders Guild Gather at Amityville, 


L. |., for Annual Get-Together; Enjoy Fishing Trip to the 


ELL, it’s all over now and 

those who didn’t go are going 

to vow—when they hear the 
details from their fellow-guildmen— 
that they’ll never miss another. 


We're referring to the 1934 annual 
outing of the New York Bookbinders 
Guild. The date was Saturday, 
August 25; the place, Schaeffer & 
Eckert’s Pine Grove Park, Amity- 
ville, Long Island. 


The meeting place was the Printing 
Crafts Bldg., Eighth Avenue and 34th 
Street where at the appointed time 
of 8:30 a.m. there was a line of 
private cars ready to transport the 
merrymakers to the trysting place. 
Many went directly there and “re- 
union in Amityville” was the first 
business of the day. Then they had 
their picture taken. 


Following was the baseball game 
between the Supplymen, captained by 
“Lou” Gold, and Busch’s Braves, 
the Guild nine, headed by President 
H. Arthur Busch. Ed Kelly hurled 
for the Supplymen, with “Lou’”’ at 
the receiving end. The battery for 
the Guild consisted of “Jimmy” 
Hayes, pitcher, with “Prexy” Busch 
behind the plate. A regulation, nine- 
inning game it was, with the score 
deadlocked at 3-all when the contest 
was called at the insistent blowing 
of the dinner horn. 


AFTER a sumptuous dinner and 
plenty of refreshments, a fishing party 
was arranged and part of the assembly 
were taken for a ride down the 
nearby creek to the ocean where some 
ambitious Izaak Waltons threw lines 
overboard while the roomy cruiser 
drifted at anchor. Most of the pas- 
sengers, however, preferred to gather 
in a group and play an unusual game 
in which two square cubes, with dots 
thereon, are feverishly employed. 
And in the cabin another game was 
said to be in progress, in which cards 
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Ocean; Baseball Game with Supplymen Ends in Deadlock 


By HERBERT J. STOECKEL 


and chips of various colors were the 
chief ingredients. 

And then back to the park again 
where the others who had remained 
behind said they, too, had enjoyed 
themselves in such divers ways as 
horse-shoe pitching, bowling, etc. 
The hosts provided a cold supper 
and as darkness began to fall the 
tired, but happy, picknickers started 
for home. “Jimmy” Hayes, chairman 
of the entertainment committee, was 
lauded for his expert handling of the 
arrangements, which went off without 


a hitch. 


Summing up, the weather was 
ideal, there were laughs a-plenty, the 
beer was cooled to perfection, and 
the spirit of camaraderie everywhere 
on tap. “A grand time’’ was the 
common verdict. 


The Guild will open its fall season 
Wednesday, September 12, at the 
Blue Ribbon, 145 West 44th Street, 
New York, the usual meeting place. 


Present at the outing were: 

Phil Becker (Becker Bros. Engraving 
Co.); Albert Berger (Albert Berger 
Co.); Frank D. Fortney, Thomas V. 
Gentile (Bookbinders Corp.); Herb 
Stoeckel (BooKBINDING MAGAZINE); 
George Schworm (The Chat) ; Harry A. 
Bodach, E. Kavanagh, James A. Little 
(The Cornwall Press); Ralph F. Box 
(Doubleday, Doran & Co.); John L. S. 
Joralemon (Fandango Mills); C. G. 
Dunderberg (E. C. Fuller Co.) ; Edward 
Kelly (Gane Bros. & Co. of New York); 
Francis E. Grady, August Jekel (Grady 
Bookbinding Co.); O. Jack Dunbar 
(Griffin-Campbell-Hayes-Walsh, Inc.) ; 
Warren R. Bannister (C. B. Hewitt & 
Bros., Inc.) ; 

Henry G. Weimer (W. A. Kemp 
Co.); George Kuhlkin (George Mc- 
Kibbin & Son); L. H. Brooks, Jack 
Miller (Milbrook Supply Co.); J. L. 
Humbert (National Adhesives Corp.) ; 
William R. Thurman (N. Y. Public 
Library); Louis Gold (Peerless Roll 
Leaf Co.) ; William F. Wiebe (Quinn & 
Soden Co.);-James J. Hayes (Edward 
Rock, Publisher); H. Arthur Busch, 
Edward W. Malin, Charles Wagner 
(Russell-Rutter Co.) ; H. S. Young (T. 
W. & C. B. Sheridan Co.); Charles 
Friedel (J. F. Tapley Co.); W. J. 
Campbell, John F. Duff, William A. 
McIndoe (Van Rees). 





Story. of Merrymount Press 
Told by Founder 


With a bibliographical list of the 
books produced at the press from 1893 
to 1933, Harvard University Press, 
Cambridge, Mass., has published 
“Notes on the Merrymount Press and 
Its Work” by Daniel Berkeley Up- 
dike, whose pioneering contributions 
to art of the book in America have 
been recognized both here and abroad. 
The edition itself, of five hundred 
copies, was printed at the well-known 
Boston press; twenty-five copies were 
printed on hand-made paper, espe- 
cially bound, and autographed by the 
author. 

A commission to make an important 
book decided Mr. Updike to establish 
his own press. This Alter book took 
three years to make and, issued in 
1896, it still remains an outstanding 
Merrymount accomplishment. Since 


1893, books bearing the press’s im- 
print have been recognized through- 
out the world as achieving the highest 
standards of bookmaking and are in- 
cluded among the prize items in many 
a collector’s library. 


Karl Kiip Now Curator of 
Spencer Collection 

Philip Hofer, for four years cu- 
rator of the Spencer collection, New 
York Public Library, who has re- 
signed to become assistant director of 
The Morgan Library, has been suc- 
ceeded by Karl Kiip. 

Mr. Kiip, an Oxford graduate, has 
been associated for seven years with 
the Oxford University Press in Lon- 
don, Leipzig, and New York. In 
addition to his wide knowledge of 
trade book publishing, he is an au- 
thority on extra binding. 

The display of Spencer bindings 
will continue till late fall. 
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Done in“ Diamond Dec” 
by Penn Publishing Co. 
Author: Captain Paul 
A. Curtis. Illustrator: 
Fred. Everett. 


HOW TO Seoeasaet A DIREGE 


One of the most complete and interesting books on guns and 
gunning ever published, this volume is replete with photographs 


and drawings. The author has included a wealth of information, 


from a history of the origin of guns and gunpowder to practical 
instruction on “How to Hit ’Em.” 


No instruction on “How to Score a Direct Hit” was needed by the 
publisher. An old hand at the game, he wisely used Diamond 


Decorative Leaf to give lasting beauty and sparkle to the cover 


of this fine book. 


Use “Diamond Dec” at the next opportunity. You’ll be sure to 


make a bull’s-eye. 


DIAMOND 
N\Necovative Leaf 


For Samples and Further Details, Write HASTINGS & CO., PHILA., AND CHICAGO, OR W. H. KEMP CO., NEW YORK, SOLE AGENTS 
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Watch Your 


WIRE 
STITCHERS 


By HEDLEY PROUT 
J. L. Morrison Co., Niagara Falls, N. Y. 


HE lowly wire stitcher comes 
in for more abuse and is the 
recipient of more choice 

epithets than perhaps any machine in 
the average print shop or bindery. 
Possibly this is because a wire stitch- 
ing machine is such a mystery to the 
average user. But in reality the wire 
stitcher is not so complex as is gen- 
erally imagined. And so, before dis- 
cussing the troubles encountered in 
using the machine let us review briefly 
the way they work. 

The fundamentals of all wire 
stitchers are easily grasped. First, 
the requisite amount of wire to drive 
a stitch through a given thickness 
must be drawn from the spool. It 
must be straightened the necessary 
length, cut, and formed, driven and 
clinched into the material. The wire 
creates its own path through that 
which is being stitched, although 
some of the very earliest models pro- 
vided a kind of stabbing device which 
first perforated the stock. 

In the driving of the staple it is 
necessary that the wire be perfectly 
supported so as to impart to it the 
necessary rigidity to permit penetra- 
tion of the paper. ‘These are the 
fundamentals—feeding, straightening, 
forming, driving and clinching. 


Tue mechanical method of feeding 
varies considerably. “The most mod- 
ern machines use a gear-driven roller 
method which quickly adjusts itseli 
to any size of wire within the limita- 
tions of the machine, This is one of 
its great advantages. The tension on 
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these rollers can be increased or de- 
creased according to the requirements. 
The cutting mechanism is simple. 
A strong, rugged cutting knife rides 
against a small round die which sup- 
ports the wire while it is being cut. 

Simultaneous with the cutting, the 
wire enters the forming mandrel. 
The former slides in their downward 
movement bend the wire on each 
side of the mandrel, thus making a 
perfect staple or stitch. The wire 
leaves the mandrel and the formers, 
in conjunction with the supporting 
shoe, hold the wire rigid while it is 
being driven. As the driver takes its 
downward stroke, the supporting 
shoe recedes and the stitch is deliv- 
ered in the material, a clinched and 
efficient job. 

Many different models with vary- 
ing capacities are built, one very popu- 
lar unit being a machine with a 34” 
to 7%" capacity. Properly con- 
structed, the machine permits instant 
adjustment to any thickness from zero 
to maximum. Any wire within its 
limitations can be used without 
change of parts. 


In servicing wire stitchers, it is 
amazing how many times machines 
have been found completely disman- 
tled for the most insignificant trou- 
ble—trouble that usually can be 
fixed with almost a turn of the screw 
driver. If your auto develops a loose 
engine bearing, you do not disassemble 
the rear axle to fix it; yet there is a 
parallel of what wire stitcher users 
are constantly attempting to do. 


IRE stitchers, as Mr. Prout 
points out, are frequently 
much misunderstood crea 


Their ills and maladjustments 
are treated as myetorous il 
ments and too often given up 
in despair. The author of this 
article, an authority in the field, 
here describes the mechanism 
of various models of wire stitch. 
ing machines and offers several 
practical suggestions on how 
to get the most out of them. 
This article is the first of a 
new series on machinery and 
processes employed in trade, 
pamphlet, edition, and hand 
binding and related industries. 
BOOKBINDING MAGAZINE 
will be glad to have your tech- 
nical questions answered by 
experts. In making inquiries, 
give full details of the model 
and make of your machine and 
other pertinent information. 


What may often appear to be 2 
serious case of trouble may be due to 
nothing but blunt wire cutting knives. 
If a wire stitcher is running at a 
speed of two hundred stitches per 
minute, it means that the cutting 
knives must cut two hundred lengtlis 
of wire. Worn formers and worn 
driver tips create a hump condition 
at the corners of the stitch or a loop 
in the middle. Loose or broken shoe 
springs also develop the same kind of 
trouble. 

Don’t disassemble the machine 
without first being sure where the 
trouble lies, 

Avoid grinding, filing, or mutilat- 
ing component parts. Nor should 
attempts be made to braze or weld 
broken parts. This practice results in 
the breakage of interconnecting parts 
and causes greater complications. 


\ \ HEN poor. stitching develops. 
the first point to ascertain is whether 
or not the machine is cutting the wire 


perfectly. Any burr or roughness at 
the tip of the wire develops a stitch 
that is anything but satisfactory. 
You wouldn’t attempt to drive @ 
blunt nail through wood; likewise 
you cannot expect poorly cut or biunt 
wire to penetrate paper. To test the 
cutting mechanism, the best method is 
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Let Us Examine the Second Star of Brighten Leaf 
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* Clean Cut Impression 


; CLEAN CUT STAMPING is the first impression the customer 
has of the book—shows the amount of pride the binder and the 












publisher have in their product. A clean-cut, lustrous impression 


enhances the value of the finished book. 


Do you wish to see CLEAN CUT STAMPING? Send 
for a sample of FIVE STAR LEAF. You owe it to 


yourself and your company to try it. 


: * * * *« « BRIGHTEN LEAF « « x x « 


kAdhesion *Clean Cut Impression *Easily Applied *xTarnish Resistance * Uniformity 
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to run off a few lengths of wire and 
draw these same lengths between the 


tips of the fingers. When a pro- 
nounced burr is felt, then readjust or 
replace the knives. 

Trouble is frequently encountered 
by the persistent use of the wrong 
size wire or the expectation on the 
part of the wire stitcher user to do a 
greater thickness than a particular 
size of wire can handle. Use the 
wire correctly proportioned for the 
thickness of the work. As a general 
thing, 28 to 30 wire is used for 
pamphlets of a few sheets; 25 wire 
for %” or 5/16"; 21 wire for 
¥,"; 20 round wire for 34” or 
7%", and 18 round wire for 1%”. 

Notice that no reference has been 
made to flat wires such as 20x25, 
21x25, and so on. QOur experience 
indicates that flat wires have been 
very productive of faulty stitching, 
and the assumption is that this is be- 
cause a flat wire is only as strong as 
its weaker dimension. Generally 
speaking, a 20x25 flat wire has only 
the virtual strength of a 25 round 
wire, because it will bend or buckle on 
its smaller dimension first. A round 
nail can be driven through a given 
thickness of wood with much more 
satisfaction than a square cut nail. 
A round wire will. penetrate paper 
with the same ease. 


Do not attempt to use a larger size 
wire than for which the forming and 
driving mechanism in your machine 
is designed. ‘This will create a shear- 
ing, as well as the probable breakage 
of your driver, 

It is also a very good suggestion to 
oil the wire. A machine equipped 
with 21 forming and driving mech- 
anism, and using a 21 wire—or any 
size for that matter—has very close 
tolerances in the forming and driving 
parts. Lubrication of the wire does 
away with the friction set up, and a 
much longer life is had from these 
very necessary parts than will be 
otherwise obtained. 

Another excellent idea is to wrap a 
piece of felt around the wire just 
where it enters the machine. Keep 
this felt or rag saturated with oil. 
It serves a double purpose—first, it 
takes care of the all-important lubri- 
cation of the wire; second, it wipes 
off all the loose spelter and dirt ac- 
cumulated in the process of manu- 


tacture. 
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Britannica Junior Emphasizes Bindings 
in Colorful Sales Campaign 


LUE and silver. Red and gold. 
Let the children make their 
choice. 

That’s the sales slant responsible 
for the handsome, modern bindings 
of the new Britannica Junior En- 
cyclopedia, whose official publication 
date was set for September 1, 1934. 
And it is the bindings which are play- 
ing a great part in the success of the 
selling campaign. 

Consisting of twelve volumes, 
which have been especially written 
for children between four and four- 
teen years, the set, together with the 
senior Britannica, has been planned 
to serve the encyclopedic needs of any 
person from “the cradle to the grave,” 
as one Britannica official humorously 
expressed it. 

Realizing that children often dis- 
played marked  idiosyncracies _ re- 
garding color, the volumes, as men- 
tioned, have keen bound in two dif- 
ferent hues. “It doesn’t necessarily 
follow that boys will like blue, their 
natal color, or that girls will like red, 
which, after all, is a feminine pink 
carried out a number of decimal 
points,’ was the observation made. 
Hence, the contrasting colors; it’s up 
to the kiddies themselves to decide. 


‘ 
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Color harmony and ingenious spine design 
make a hit in new encyclopedia. 





Material used is pyroxylin fabric, 
the washability of which is stressed 
by the publishers. Rudolph Ruzicka 
and William Kittredge, the well 
known book designers, with the aid 
of Arthur Allen, the color artist, 
have supervised the preparation of the 
two bindings and the cabinet, another 
feature, which practically comes 
under the heading of a bookbinding 
job. 


Messrs. Ruzicka and Kittredge 
designed the red and blue bindings, 
respectively, while Mr. Allen super- 
vised the inside color work. Walter 
Yust, assistant editor, handled the 
manufacturing. 

The size of the volumes, 10% by 
8 inches, was so designed as to be 
convenient for children to handle, and 
each book is printed in large, legible, 
well-designed type on durable quality 
paper. The set contains over 140 
maps, many in full page color, and 
over 3,000 fine halftones. 

The Britannica Junior comes in a 
novel combination cabinet-desk con- 
tainer, made of wood. covered by 
heavy paper bearing an_ attractive, 
harmoniously colored design. The 
jcabinet has been so planned as to hold 
the books; the top can be used as a 
desk or rest upon which to open the 
volumes for reading. A slide in the 
|top provides this support and allows 
space underneath for pencils, paper, 
etc. 

The accompanying _ illustration 
shows the cabinet and the blue-bound 
set, stamped in silver. The backbone 
design is particularly clever, provid- 
ing as it does for easy replacing of 
any volume in its proper place, 
whether or not the reader pays atten- 
ition to the actual numbering. 
| R. R. Donnelley & Sons Company 
(The Lakeside Press) of Chicago, 
makers of the senior Britannica, are 
jalso manufacturing the Junior Britan- 
} 
Cambridge Press Exhibit 
{ An exhibition of early printed 
Cambridge University Press books 
will be shown at the New York Pub- 
lic Library in October. The books 
are from the library’s collection. 


nica and the special cabinet. 
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Covers shown thru oer a GARDEN. CITY PUBLISHING CO. and DOUBLEDAY DORAN. 
GLOFOIL has won the approval of the 
publishing and binding trade through its satisfactory performance. No roll foil 
made will give better results under identical working conditions. In actual tests 
Glofoil has demonstrated the highest non-tarnish qualities. In actual use Glofoil 
gives clean release and requires little or no brushing. Glofoil has been in use 
lor several years in many binderies. Its dependability has been established. 
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OFFICE AND WAREHOUSE " 53 PARK PLACE, N. Y. C. BOSTON * NEW YORK * PHILADELPHIA * CHICAGO °* ST. LOUIS 








September, 1934 25 


HAT there is an ever greater 
interest in the history of the 
book, bookbinding, and other phases 
of book production is indicated by 
the number of courses to be offered 
in New York during 1934-1935 by 
two leading universities and under 
other auspices. 

At Co_tumsia University, Morn- 
ingside Heights, Library School, a 
course in the History of Bookmzeking 
will be given by Dr. Hellmut 
Lehmann-Haupt Wednesday evenings 
during the fall and winter. There 
will be visits to important collections 
and study of the development of ma- 
terials, bookbinding, paper making, 
type faces and printing. 

During the spring Dr. Lehmann- 
Haupt will give courses on Modern 
Bookmaking Wednesday evenings 
and on Bookbinding Tuesday after- 
noons. The latter course aims to 
meet the need of the book designer, 
librarian, and collector for a general 
introduction to the technical, his- 
torical, and aesthetic aspects of book- 
binding. Discussion of technical 
methods and survey of the techniques, 
materials and styles of decoration in 
the past will be held. Study of con- 
temporary binding problems includes 
machine and hand binding, also a re- 
view of modern trade binding, here 
and abroad. 

The course in Modern Bookmak- 
ing offers through lectures and re- 
ports a complete survey of con- 
temporary bookmaking problems. A 
study of each important phase of 
manufacturing is followed by a care- 
ful examination of their intelligent co- 
ordination. Well printed American 
and foreign books serve as material 
for study. Students will acquire a 
working knowledge of the current 
literature on book production. 

John Clyde Oswald, managing 
director of the N. Y. Employing 
Printers’ Association, will give his 
usual course in typography and the 
preparation of material in printing 
and publishing during both. sessions. 

From February to May Dr. Frank 


26 





Variety of Bookbinding Courses 
Offered in N. Y. This Season 


Weitenkampf, curator of the Print 
Department of the N. Y. Public 
Library, will offer a course on book 
illustration. After the first session 
this course will meet at the Public 
Library. Prof. Mary M. Shaver will 
also give her regular spring session 
course on the introduction to the his- 
tory of books and libraries. A new 
course in hand bookbinding, described 
elsewhere on this page, will also be 
offered. 

Tuition fees for all courses are at 
the rate of $10 a point. For stu- 
dents registered in Extension classes 
only, the registration fee is $7 each 
semester; for all others, $10 each 
semester. Registration should be 
completed by September 24-26. 


TENTATIVE schedule of fall 
courses, Division of Graphic Arts, 
New York University, Washing- 
ton Square center, includes type- 
setting, layout and style, type faces, 
printing methods and reproductive 
processes, advanced printing design, 


Columbia to Offer Course 
On Hand Bookbinding 


Columbia University, N. Y., will 
offer this fall, in conjunction with 
other courses on bookmaking, a course 
in “The Art of Hand Bookbinding” 
which will be open for general regis- 
tration for both new and advanced 
students in bookbinding. 

It will be a two-point course and 
the fee will be $20. Classes will be 
held Monday evenings from 7:30 to 
9:10 in Room 105, Low Library. The 
instructors will be Mrs. Kathryn Ed- 
wards Gerlach and Gerhardt Gerlach. 
Mrs. Gerlach, originally of Wis- 
consin, studied in Paris and at Leip- 
zig under Weimeler. Mr. -Gerlach 
took the seven-year course under the 
same teacher at the State Academy of 
Graphic Arts at Leipzig. His work, 
together with that of other noted Ger- 
man binders, was exhibited in 1931 
at the First Edition Club, London. 






appreciation of printing and _book- 
making. Instructors, Wolke, Fuhr- 
mann, Amberger, and Miss Edwards. 


During the spring term there will 
te courses in intermediate typogra- 
phy, advanced typography, history 
of the graphic arts, printing methods 
and reproductive processes (second 
half), technology of printing, and 
advanced printing design. Instruc- 
tors, Wolke, Bixler, Fuhrmann, Am- 
berger, Eney, and Rockefeller. Reg- 
istration, September 4-28. For 
information as to fees, address Reg- 
istrar or Director, Division of 
Graphic Arts, Washington Square 
East; telephone Spring 7-2000, Ex- 
tension 303. 

Meanwhile, Joseph Blumenthal 
(Spiral Press, New York) will offer 
a course in book design and produc- 
tion at the New ScHooL For SociAL 
RESEARCH, 66 West 12th Street, 
Tuesday and Friday evenings from 
7.30 to10 p.m. The fee will be $15 
a month. Classes open October 2. 
This course covers every step in the 
building of a book, from layout to 
binding. 

Ropert JOosEPHY is likewise plan- 
ning to give a winter course in book 
designing and production, which he 
offered last spring. Interested per- 
sons may get in touch with him at 
111 East 26th Street. These talks, 
held evenings once a week, are de- 
signed especially for men and women 
in publishing and printing offices and 
libraries. Successive steps in the 
planning and production of a_ book 
are considered from the aesthetic, 
technical, and economic viewpoint, 
and workshop groups are given prac- 
tical instruction. 


David Kemp Publishing 

David Kemp, with offices in th: 
R.K.O. Building, Radio City, New 
York, has entered the ranks of pub- 
lishing. His first book, due Septembe: 
7, is “This Is New York,” contain- 
ing one hundred pictures of the city 
ty leading photographers. 
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“the Ills a book is heir to” 
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for children who study 
from used books 






: o> All childven 
are Safer when Keratol bindings ave used... 


School book bindings should be chemi- 
cally impervious to germs. Education 











“INSECT-PROOF and sanitation should go hand in hand... 
VERMIN-PROOF Books that are expected to serve schools 
CLIMATE-PROOF for more than one term—survive more 
MOISTURE-PROOF than one student—can be better pro- 

and tected by using Keratol bindings. 


WASHABLE « « Keratol starves germs; shuns dirt, is 
washable; being scuff-proof it offers no 
shelter for germs. Get cost-comparisons 
for this better, more sanitary binding. 


Bet 008 «taal THE KERATOL COMPANY 


310 KERATOL STREET 
NEWARK e NEW JERSEY 
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PREMIUM 


HERE’S nothing we like better 

than to hear that one of Amer- 
ica’s major corporations—Procter & 
Gamble, no less—has found that a 
squat little book given away as a pre- 
mium can build sales. 

It’s not an expensive book, we’l! 
admit—this “Mickey Mouse, The 
Air Pilot”—but we'd like to believe 
that its success will demonstrate to 
Big Business that when it comes to 
premiums the right sort of book will 
prove its pulling power. 

P & G gave the book away free 
with a twenty-five-cent package of a 
new soap product, and considering 
the popularity of Mickey with the 
kids you can imagine what a run the 
doting mothers and housewives gave 
the grocer around the corner!  Inci- 
dentally, the trial offer enabled the 
company to talk about something dif- 
ferent in its advertising. 

Containing 320 pages, with 160 
Mickey Mouse pictures, the book was 
produced by the Whitman Publishing 
Company of Racine, Wis. 

As for results, H. $. Brutton oi 
the Proctor & Gamble promotion de- 
partment said: 

“The run is well over a million 
and this is sufficient evidence that we 
have found this method of merchan- 
dising to be good 
results.” 


productive of 


SALES TOOLS 


| gene new sales manager had been 
on the job only a few days when 
he found out why his predecessor had 
resigned under fire. We're not go- 
ing to list all the reasons but, accord- 
ing to Burton Bigelow in System & 
Business Management, one of the 
main slower-uppers was that “the 
sales manual was years out of date.” 
Likewise, other  salesmen’s tools 
smacked of the befoh-the-wah era. 

Mr. Sales Manager decided to 
talk cold turkey to the conservative 
board of directors and asked that a 
meeting be called. He presented a 
chart showing a complete breakdown 
of the selling function into its sub- 
functions. 


And here’s what he had to say 
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CASHING IN on CASING-IN 


mY 
Sales Slants on New Outlets for Edition and Pamphlet Binding 


b age department is devoted 
to news and research com- 
ment on the important role 
which bookmaking plays in the 
American business world to- 
day. General in scope, it is di- 
rected to printers and binders 
of books or other printed sales 
matter, as well as to buyers of 
this important type of advertis- 
ing. 

Readers—both producers and 
users—are urged to send in 
specimens showing how bound 
material serves as a first aid in 
sellina. It is hoped that, through 
a "Share Your Knowledge" 
spirit, the new ideas and con- 
structive suggestions to be 
presented here each month will 
be of definite practical value. 





under the heading of “Equipment’’: 

“The men who sell need good, 
modern tools just as much as the men 
who manufacture need tools. Fact 
hooks, sales presentations, visualizers, 
and so on are all a standard part of 
the equipment with the good sales- 
man. Do you expect men to design 
and build their own selling tools? 
Do the factory workers design and 
build their own tools, or do we fur- 
nish them ?” 

Strikes us that here is a clincher 
among arguments as to why an in- 
dustrial corporation should have up- 
to-date selling equipment for its sales- 
Suffice to say, the board of 
directors saw the light. 


men, 


PERFUME 
ee 1928 Richard Hudnut, the per- 


fumers, brought out a piece of 
institutional advertising which might 
be described as the last word in 
de luxe hard cover publicity. This 
“The Romance of Perfume.” 
Up to the publication of this in- 
triguing volume of forty-six pages 
there had never been published a book 
dealing with perfume from the purely 
artistic standpoint. According to 
D. K. Healy, Hudnut’s advertising 


Was 






manager, it thus filled a “long-felt 
want.” 

Richard -Le Gallienne, the poet, 
wrote the text and George Barbier 


did the drawings. The Printing 
House of William Edwin Rudge 
manufactured the book and bound it 
in boards. It was set in a modern 
English variety of type designed in 
the sixteenth century in France by 
Robert Granjon and printed on spe- 
cial antique rag paper. The illustra- 
tions were reproduced by the Smith- 
sonian process. 

these 
items in 
every sense ot the word—were or- 
dered by the company. Every library 
in the country was presented with a 
copy, as were the beauty editors of 
magazines and newspaper syndicates 
and buyers of cosmetics of depart- 
ment stores. Leading newspapers 
throughout the country were also 
furnished file in thei 


thousand of 
collector’s 


‘Twenty-five 
books—worthy 


copies to 
libraries for reference. 

“As an effective piece of advertis- 
ing, which has helped to_ popularize 
our products, the book more than 
justified the amount of money we put 
into it,’ Mr. Healy now 
“Although it is now over five years 
old we still get almost daily requests 
for copies, not only from the United 
States, but from all parts of the 
world. ‘The book was planned to be 
an addition to any library; and aside 
from the flap on the inside back 
cover, into an attractively- 
printed folder slipped, it contained no 
advertising.” 


says. 


which 


DIARIES 
PROMINENT business execu- 


tive once told me that, despite 
the daily sales meeting in his or- 
ganization, he was convinced man\ 
profitable ideas or helpful slants were 
lost annually to the company because 
ot the press of the day’s routine. 
That’s why I read with an eagle ey« 
what Dr. C. F. Burcess, chairman 
of the board of the Burgess Battery 
Company, had to say on “Why Oui 
Employees Keep Diaries” in System 
and Business Management, to which 


Bookbinding Magazine 









in baseball as in books,— 


When it’s a question of being either 
safe, or out,—out of pocket, and out of 
the field of good bindings.— Binders and 
Publishers will want to be safe. 
There is no safer board than FANDANGO Binders 
Board. It has the built in qualities of stamina, rug- 
gedness, and density that ensure perfect bindings. 
It cuts clean edges, it holds firm corners,—Fandango 
Board is seasoned! Play a safe game! Use: 


FAR PAN &&@ 


BINDERS BOARD 


RUGGED AND 


FOUR - SQUARE FANDANGO MILLS 


4 & Makers of Quality Binders Board for Over a Century 
MILLBURN, NEW JERSEY 


2,9 ’ 
because it's Seasoned! CANADIAN DISTRIBUTOR—WHYTE-HOOKE PAPER CO., TORONTO, CANADA 
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we are indebted for the accompanying 
illustration. 

“Ever since the incorporation of the 
C. F. Burgess Laboratories in 1910 
our men have kept a daily notebook 
of data, observations, actual happen- 
ings, new ideas, and facts pertinent 
to their work and the activities of 
the laboratories,” Dr. Burgess says. 

“In these notebooks I have a means 
of judging neatness, promptness, effi- 
ciency and honesty. I can judge a 
man’s relations to his associates; his 
interest in his job. ... In reviewing a 
diary, I will sometimes note very cas- 
ual mention of an extremely important 
matter which should have provoked 
considerable thought and action. . . 
Several employees have told me that 
some of their best ideas have been 
perfected by writing them. 

“Each notebook is numbered and 
is the property of the company. The 
last two pages are reserved for an 
index, which should be compiled as 
soon as the book is filled. When the 
notebook is filled and indexed, it is 
returned to the office for permanent 
file, and a new book is issued. The 
books are black, leather-bound, with 
numbered and lined pages. They 
measure 44% x 7 inches.” 

Diaries promoting business efh- 
ciency! Here’s a good sales argument 
from a prominent source. 


STYLES 


ILL an attractive cover on a 

style portfolio sell more men’s 
clothing? The other day we asked 
this question of E. C. Pierce, adver- 
tising manager for The A. Nash 
Company, of Cincinnati, a coast-to- 
coast tailoring concern, and we're 
setting down his exact reply. 

“Our portfolio is not for general 
distribution to customers or prospec- 
tive customers,’ Mr. Pierce said, 
“but is prepared and placed in the 
hands of each one of our 2,200 sales 
representatives as an 
their sales efforts. [The company 
sells direct to the wearer and each 
garment is made to his individual 
measure. | 


assistance in 


“As you can easily appreciate, a 
style portfolio is of vital importance 
in selling men’s made-to-measure 
clothing, and this portfolio is for the 
purpose of the customer making his 
style selection when placing his order. 

“We have been using the present 
superfinished cover for the past two 
years and have had highly commenda- 
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How a business diary 
in loose - leaf form 
can increase effi- 
ciency for a large 
mercantile firm. Bur- 
gess Laboratories 
employees have used 
this system for twen- 
ty-four years. 


Vv 


tory letters from both salesmen and 
customers. We feel that such a cover 
is a wise investment and are planning 
on using this same set-up in our Fall 
program.” 


The portfolio is 144% inches wide 
by 10% inches high. Material is 
grained pyroxylin fabric, with dark 
green and gold effect. The top 
cover was given airbrush treatment; 
the back cover is plain. 


BOOSTING BABYLAND 
HAT?’S the cue for a company 


which manufactures infant 

furniture when the dealers hesitate 
to stock more than a few items and 
a lot of sales are lost because the 
stores lack an all-around display? 

The Gem Crib & Cradle Company 
was confronted with this problem 
but, according to E. H. Jones, gen- 
eral sales manager, writing in 
Printers Ink, the riddle was solved 
by issuing a loose-leaf catalog. 

“Although the catalog has been out 
only a short while, we have already 
received some very nice orders as a 
result of it and all the dealers have 
been very enthusiastic about it,” he 
says. 

Following the Mohammed-moun- 
tain principle, the company deter- 
mined to get out a catalog which 








would be as up-to-date as today’s 
broadcast, since it is explained that 
the market is constantly changing in 
the infant furniture industry. Attrac- 
tive backgrounds, showing everything 
appropriate for Babyland, with all 
the necessary accessories for atmos- 
phere, were set up at the Gardner, 
Mass., studio, and photographs were 
taken. These were reproduced in 
gravure, and the finished loose-leaf 
product called the Perpetual Photo- 
graphic Catalog of Gem Babyland 
Furniture. 

Young saleswomen and _ salesmen 
often muff furniture sales because 
they don’t know exactly how to ad- 
vise the new and timid mother, espe- 
cially when the stock lacks variety. 
The catalog, always new, keeps thein 
wised up or, at least, they can help t) 
customer flip the. pages and give some 
pertinent suggestions. 

Another important point is that the 
loose-leaf catalog enables the manu- 
facturer’s salesmen to make call-backs 
on the dealers. New pages are issued 
frequently and the salesman inserts 
the pages himself. If the catalog has 
been buried, therefore, this gives the 
salesman an excuse to resurrect it. 
This gives him, too, an opening wedge 
for talking about the new items and 
an opportunity for an order. 


i 2.3: 
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The loyalty of Princeton University Press to Bancroft’s 
Linen Finish, Buckram, Oxford and Eaton book cloths for 
its bindings is a source of justifiable pride with us. Chosen 


for their durability and good looks, these cloths are to be 


found on all sorts of general publications printed and 


bound by Princeton University Press, as well as on 
the library bindings which are an important feature of its 
work. The versatility of Bancroft book cloths is strik- 
ingly illustrated in the diversified products of this re- 


nowned publishing house. For samples and details, write to 
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* Geographic 
66 FOIN the Navy and see our at- 
tractive bindings.” 

This is the slogan which the 
Pacific Library Binding Company is 
thinking of adopting following a re- 
cent unsolicited testimonial from 
the librarian at the Naval Hospital, 
San Diego. 

It seems that a sailor lad recuperat- 
ing at the hospital began to read a 
set of the National Geographic 
Magazine which had been bound up 
by the Pacific company. The more 
he read, the less inclined he was to 
leave the hospital. He soon began to 
invent all sorts of symptoms to avoid 
that ol’ debbil sea so that he could 
bury his proboscis in those intriguing 
volumes. 

“We have made many claims for 
rebound library books, but never have 
we even thought that the attractive- 
ness of such books would keep sailors 
from going to sea,” says Pacific, not 
without pride. When last heard from, 
the sailor himself was Mandalay- or 
Manchukuo-bound—which is a bit 
different, we are informed, from 
morocco- or Russia-bound. 

So many library binders bind up 
volumes of the National Geographic 
that some interesting data on that 
publication may be in order. 

It seems, first of all, that the 
Geographic is the most popular maga- 
zine among collectors, according to 
The Collector’s Journal, which states 
that for many of the rarer issues there 
are 50,000 buyers for each available 
copy. 

If you have a first number issued 
in 1889 around your bindery, it is 
worth $100. And sets have been 
quoted from $1,500 to $4,000. Among 
the other rare issues are those pub- 
lished before 1906; the dog number 
of March, 1919; also November, 
1910; July, 1911; April and June, 
1913, ete. 
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BINDERY BREVITIES 


‘By THE OPTIMIST 


Alsu Geographics containing color 
plates are rare because so many have 
been cut up by children in school. 
A lot of them have also been shipped 
to Japan, which is quite. a market 
for the more elaborate issues. 


* Tribute 


T was certainly a fine tribute which 
WitiiaM Dana OrcutTrT paid to 

the memory of that bookbinding gen- 
ius, COBDEN-SANDERSON, in ‘The 
Christian Science Monitor the other 


T. J. Cobden-Sanderson 


"|. . foremost bookbinder of modern 


day. One of a series entitled “Celebri- 
ties Off Parade,” the article was full 
of fascinating reminiscences of the 
personality of that Jove of modern 
extra binding. 

It was J. Epwin JENSEN (Sta- 
Warm Electric Company, Ravenna, 
O.) who was so impressed with it 
that he forwarded the clipping to us. 

Mr. Orcutt, whose authoritative 
books on typography and fine printing 
and bookbinding need no introduction, 
tells of Cobden-Sanderson’s visit to 
Boston in 1908 and his humility and 





Cro 


self-effacement at the adulation he 
received. A silent worshipper at the 
shrine of beauty, he shrank from 
expressing opinions as to the merits 
or demerits of the work of others. 

“Tt is my own work that interests 
me,” he told Orcutt at the time. 
“When I have a message to give, it 
comes out through my finger tips. [ 
find the medium of expression in the 
tools I use in binding a book, just 
as someone else finds it in a brush 
against a canvas, or in a chisel against 
a piece of marble.” 

This dreamer who, with Emery 
Walker, founded the famous Doves 
Press, had floundered about for years 
before discovering his medium of ex- 
pression. During his first forty-four 
years he got nowhere. He tinkered 
with engineering, mathematics, litera- 
ture, medicine, was even admitted 
to the bar, and became a manual 
laborer! It was Mrs. WILLIAM 
Morris who suggested that he be- 
come a binder of books. 


“In five years he restored the 
ornamentation of books to its proper 
level, proved himself the greatest 
master of gold-tooling England has 
ever had, and was recognized as the 
foremost bookbinder of modern 
times,” Mr. Orcutt says. “The bind- 
ing of a book was to Cobden-Sander- 
son the most beautiful part of it, and 
thus he was quite content to leave 
the mechanical manufacturing details 
to Emery Walker.” 

He was the author of the most 
masterly idealistic essay in existence 
upon the physical aspect of the book, 
“The Ideal Book,” Mr, Orcutt adds. 
“T had always craved a copy, printed 
in the beautiful Doves type Emery 
Walker designed, and bound by the 
master binder, but its price was be- 
yond my reach, After Cobden- 
Sanderson left my library, that event- 
ful evening, I found resting upon my 
desk his own copy of “The Ideai 


Bookbinding Magazine 













( 
( 





BINDERS 
BOARD 


The Balanced 
Board for 
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SUPPLE-SMOOTH 





TE Ae a a ae 















BINDERS BOARD MANUFACTURERS ASSOCIATION 
Cc. L. LLOYD, Secretary 
Chanin Building New York City 


Commencing October Ist the production of these mills, members of the Association, will accord with Com- 
mercial Standard CS50-34 as promulgated by Bureau of Standards, U. S. Department of Commerce. 


Colonial Board Company............ Manchester, Conn. Fibreboard Products, Inc............. San Francisco, Cal. 

Consolidated Paper Company............ Monroe, Mich. C. H. Norton Company........ North Westchester, Conn. 

The Davey Company............ Jersey City, New Jersey Otter River Mills, Inc................. Otter River, Mass. 

Fandango Mills................+. Millburn, New Jersey Riverside Paper Mfg. Company...... Glastonbury, Conn. 
Shryock Brothers.............esee00. Philadelphia, Pa. 
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Book,’ inscribed to me, and I cherish 
it as a souvenir of my own contradic- 
tory reactions to an extraordinary 


man.” 


* Epidermis 

E’VE heard of a bootmaker 

being ejected with his own 

boots when he went around to collect 

his bill—which is rather adding in- 

sult to injury, we'll say—but here’s a 

bookbinding brevity which tops that 
all hollow. 

In a special summer exhibit on 
the second floor of the Boston Athen- 
aeum, there is a book whose binding 
looks like old parchment. However, 
if you remember your school Latin, 
the label on the front cover gives 
away the awful secret. When we 
learned what it was all about, our 
hair went up as if it were a fright 
wig. 

For the title read: “Hic Liber 
Waltonis Cute Compactus Est,” 
which cutely translated means “This 
book is bound in Walton’s own skin.” 

It seems that Watton was the 
alias of a highwayman and the title 
of the book is “Narrative of the Life 
of James Allen, Alias George Wal- 
ton, Being His Deathbed Confession 
to the Warden of the Massachusetts 
State Prison.” It was published in 
Boston in 1837. 

Books bound in human skin are by 
no means rare and the Rare Book 
Room at the Library of Congress, 
Washington, has its share of them, as 
was so engrossingly told by W. O. 
Davey in our August issue. But to 
bind up a man’s life story in his own 
skin! That’s one, we believe, “for 


the book.” 


* Autographs 
ie days of old when knights were 
bold the bookbinders more than 
often autographed their volumes. 
Even right up to the accession of 
Queen Victoria the custom was fre- 
quently continued by bookbinders 
who did work for quality folks. This 
applied to binders on the continent 
as well as in dear old England. 
CAXTON is supposed to have started 
the vogue and from that time the 
binders autographed their handicraft 
with all the zest of a Hollywood 
movie celebrity. 
Now that we have presented the 
above startling stock of erudition, the 
important news is that ALBERT EHR- 
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Oddities Gathered and Backed 
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YONNANG PROVINCE , CHINA, DIRECT 
THAT THEY BE BURIED WITH THEIR 
Favorire BOOKS , TO BRING 
Tam LUEK AND DwWERSION, ENROUE 
YO THEIR CELESTIAL PARADISE/// 





ay 


Here's a chance to air those curious bookmaking facts, old and new, 

that you've been hoarding. Address "Gathered and Backed" depart- 

ment, enclosing proof of statements. Accepted oddities will be illus- 
trated and credited to the first sender. 


MAN, 38 Lowndes Street, London, 
S. W. 1, is compiling a list of book- 
binders who worked in England from 
Caxton to Queen Vicroria and who 
signed their bindings, either with ini- 
tials, as in the fifteenth and sixteenth 
centuries, or with their names 
stamped on the backs, as in the late 
seventeenth and eighteenth centuries, 
or with labels generally inside the 
front cover or flyleaf, as obtained in 
the late eighteenth and nineteenth 
centuries. 

Mr. Ehrman is asking bookbinders 
who may own such signed bindings 
to communicate with him and give 
him the particulars. I dare say that 
some of BoOKBINDING MAGAZINE'S 
readers will be able to help him out. 


*George & Fiora 


AVE you ever heard of the 

Order of Bookfellows, address 
4917 Blackstone Avenue, Chicago? 
No? Then you don’t know George 
and Flora. Let me introduce you to 
them. Supposing we let GErorGE 
STEELE SEYMoUR—for it is he—do 
the talking for a while: 


“Our order was established in 
March, 1919, and is an association 
of Bookfolk engaged in bookly deeds 
and brought together for the enjoy- 
ment of bookly fellowship. Being in- 
ternational in its scope, it forms a 
bond among bookly minded people 
the world over. There are no special 
requirements except a common love 
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TO BE USED 


Textbooks get hard use, from the first 
owner to the last. For a textbook cover 
the only suitable binding material is one 
which is tough and long-wearing. 


PERMATEX meets this requirement, fills 
the need for a binding fabric which is not 
only durable but also distinctive. PERMA- 
TEX bindings look fresh and clean after 
months—and years—of wear. They are 
waterproof, grease-proof, dirt- and dust- 
proof, easily cleaned. They take ink and 
roll leaf stamping perfectly. 


In the complete PERMATEX line there 
is a wide range of colors, qualities, grains, 
and finishes from which to select. See 
your PERMATEX swatch book. For work- 
ing samples write to PEERLESS ROLL 
LEAF CO., INC., 913 New York Avenue, 
Union City, New Jersey. Branches in 
Boston and Chicago. 


PERMATEX 





of books and a desire for association 
with like-minded people.” 

‘This unique organization is headed 
by George and his wife, FLora 
WarreEN Seymour, who edit The 
Step Ladder, the order’s official jour- 
nal. The order also publishes books, 
but we'll let George tell it: 

“We recently passed our fiftieth 
title. None of our editions are what 
you .would call large; I personally 
prefer 100-copy editions. We also 
place our facilities at the disposal of 
members who wish to publish books 
at their own expense. We do not 
represent such books as published by 
us and see no reason why a person 
who wishes to pay for the issuance 
of a book of his poems or stories 
should not do so. We do not pre- 
tend to market them. With that un- 
derstanding we do all we can for 
such clients in producing well de- 
signed and well made books.” 

From the start the order has been 
affliated with The Torch Press of 
Cedar Rapids, lowa, the late proprie- 
tor of which, LuTHerR ALBERTUS 
BREWER, was one of the leaders. For 
the last ten years George Seymour 
has been the book designer, with the 
counsel of the press’s technical men. 

The two admit frankly that they 
haven’t made much money from their 
Bookfellow activities (he is really an 
expert accountant on a salary), but 
feel they have been more than recom- 
pensed by the pleasure and intellectual 
stimulation they have received from 
this labor of love. They have oodles 
of testimonials from literary big wigs 
the world over expressing apprecia- 
tion for their efforts, and there is no 
doubt that their influence in spread- 
ing the gospel of reading and book 
collecting has been considerable. 


* Papers 

IGHT up to five minutes ago 

(just before we began to tick 

out this item on our typewriter) we 

never knew that Leonardo Da Vinci, 

whose genius included about every 

activity known to man, was a strong 
booster for direct mail. 

Fact. And if you don’t believe us, 
why, write to our good friend, Fred- 
eric W. Main, vice-president of the 
Worthy Paper Company, West 
Springfield, Mass., and ask him to 
send you their latest portfolio, en- 
titled “American. Book Design,” 


which contains a plentiful supply of 
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their book papers in various finishes. 
Da Vinci’s amazing direct mail sample 
is included. 

The portfolio features pages from 
books designed for The Limited Edi- 
tions Club by leading American book 
printers and most of them were 
printed on Worthy papers. ‘There 
are also other samples particularly 
suited for the designing of fine print- 
ing, pamphlets and books. 

Among the printers represented are 
The Merrymount Press, Boston; 
The Press of A. Colish, New York; 
The Yale University Press, New 
Haven, Conn.; The Grabhorn Press, 
San Francisco; The Walpole Print- 
ing Office, New Rochelle, N. Y.; 
and the Southworth - Anthoensen 
Press, Portland, Me. 


* Apprentice 

E’RE somewhat in a conun- 

drum mood as we write this, 

so here goes: If a book manufacturing 

man is exactly 37 years old right 

now and has been in the printing 

business practically all his life, when 
did he start? 

The answer concerns GeEorGE E. 
NEUHEDEL, manager of the New 
York office of E. L. Hildreth & Co., 
Inc. of Brattleboro, Vt. We've heard 
of sume youig apprentices in our life 
but believe that friend Neuhedel holds 
the record. For it seems that at the 
tender age of eight he was setting 
type in his father’s print shop in 
Brooklyn! Not that he did a perfect 
job—-we don’t claim that, and neither 
does he. But pater Neuhedel saw 
that his young hopeful just insisted 
on getting smeared with printing inks 
and preferred to piay with type in- 





George E. Neuhedel 


“It's the orders that count" 








stead of blocks. So he decided to 
give George the run of the place. 

In snatches between his long ap- 
prenticeship to the printing business, 
Neuhedel managed to acquire an all- 
around business education at Long 
Island Business College and La Salle 
Extension University where he took 
a course in business administration, 
All told, he was with his father for 
ten years, after public school gradua- 
tion, and then came long associa- 
tions with Currier & Hartford, Ltd. 
(The Currier Press), Rogers-Kellogg- 
Stillson Co. (Stillson Press), and 
The Printing House of William 
Edwin Rudge. He served as sales 
manager of the latter well-known 
company, with which he was con- 
nected for four years before becoming 
New York manager for Hildreth, 

E. L. Hildreth & Co., by the way, 
decided to observe its sixtieth anni- 
versary this year in a fitting way by 
opening up a New York office, some- 
what of an innovation for this old- 
line but progressive New England 
book manufacturing and printing 
plant. So they made Neuhedel an 
offer and that’s why you'll find him 
at 551 Fifth Avenue each morning; 
that is, unless he happens to be on a 
flying trip to Brattleboro regarding 
production matters. 

Neuhedel is also an apt writer of 
live advertising copy, as anyone who 
has received one of his pamphlets in 
the mail will attest. One of his first 
stunts, after joining Hildreth, was 
to prepare a series of mailing pieces 
which tell in a chatty, unconventional 
way just what he had to offer. He 
plans all his own literature with the 
same facility with which he designs 
a title page or a book cover. In short, 
the subject of this sketch is a versatile 
artist in all phases of the graphic arts 
but is very modest about it. 

“Put me down as a printing sales- 
man,” he said; “it’s the orders that 
count.” 


McWhood Bindery Moves 

E. McWhood, Jr., Inc., edition and 
pamphlet binders, formerly at 121 
Varick Street, New York, is now 
located in new quarters at 706 Broad- 
way. The new telephone is Algon- 
quin 4-5464. The firm is one of the 
oldest in New York, observing its 
ninetieth anniversary this year. Ed- 
ward W. McWhood is president ; 
Josephine W. McWhood, secretary, 
and Morton K. McWhood, treasurer. 
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No Merchandise Is Better Than 
The Firm That Stands Behind It 


COWHIDES 
BUFFINGS 
SHEEPSKINS 
MIC] NOlEee) 
SKIVERS 


fo principals of Griffin, Campbell, Hayes, 
Walsh, Inc., and their forbears have been man- 
ufacturing bookbinders' leather for over a hun- 
dred years. Itis their reputation acquired over a 
Century of Progress which is your guarantee of 
quality and reliability. 


SAVE MONEY—BUY DIRECT FROM THE 
MANUFACTURERS. Acid-free leathers and 
other grades in full skins or cut covers—to suit the 
pocketbook or the particular job. 


GrirFin-C AmpBett-Hayes. W ALSH INC. 


DISTRIBUTORS OF INTERLAKEN BOOK CLOTH AND ATHOL LEATHER CLOTH 


701 S. Dearborn St. 65 Duane St. 222 Summer St. 
Chicago NEW YORK Boston 


TANNERY: 23 NEW YORK AVENUE, NEWARK, N. J. 
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McLaurin-Jones Co. Issues 
Gummed Hollands Catalog 


A new catalog of their gummed 
hollands has just been issued by the 
McLaurin-Jones Co., Brookfield, 
Mass., displaying twenty-one attrac- 
tive colors and grades. The swatches 
are about three inches in width and 
long enough to permit practical ex- 
amination of each style. They are 
mounted on a three-fold bristol card 
of modern design, one of a series 
of ten new catalogs covering the en- 
tire line manufactured by the com- 
pany, which specializes in gummed 
cloths and papers. Copies are avail- 
able on request. 

The McLaurin-Jones Co. was 
founded in 1906 by two brothers, 
William McLaurin and John Mac- 
Laurin, who were born in Scotland 
and educated there both as chemists 
and as practical men in the coating and 
gumming of papers. To this country 
they brought their method of feeding 
paper with gum or coating and also 
introduced flat gummed papers broken 
over a guaranteeing machine, which 
they brought with them, as well as 
improved mno-cake gumming. By 
working with paper mills here they 
soon set a high standard for gummed 
and coated materials. 

Cambrics, hollands, binding cloth, 
head-band stocks, etc., are gummed at 
the Brookfield plant. At the Ware 
mill the company manufactures high- 
grade coated papers and the well- 
known Waregold and Ware Metallic 
lines. 

After the death of William Mc- 
Laurin in 1933, John MacLaurin was 
elected president and treasurer of the 
company. He has been actively en- 
gaged in developing and building up 
the business during the depression 
period. 


Announce 1935 Perfect Model 
K Gold Stamping Machine 


The Simplex Gold Stamping Press 
Co., Inc., after several months of ex- 
perimentation, announce the 1935 
Perfect Model K machine, which 


now incorporates improvements sug- 
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gested by various bookbinders 
throughout the country. The im- 
proved model is sturdily constructed 
and includes many important innova- 
tions, according to the announcement. 

With a thought toward the present 
vogue for heavily grained leather, the 
manufacturers have put a deeply 
geared hand lever and geared square 
plunger on the machine. They have 
improved the patented main casting 
adjustable gauge. The patented 
pallet makes possible the easy im- 
printing of one to four lines of text 
with one operation. The operation 
of raising and lowering the knee and 
sliding plate of the press has been 
greatly simplified, and considerable 
strength has been added to the entire 
machine, 

The roughest or finest grains of 
leather and the coarsest or cheapest 
cloths may be imprinted perfectly 
with this model, it is claimed by the 
manufacturers, who also furnish it 
with ball-bearing automatic foil feeder, 
as well as in a foot-operated model. 
The machine is recommended for 
impressions not exceeding 6” in length 
by 214” in width. 


Tape and Indicator Added 
To Advance Cutter 


The Challenge Machinery Com- 
pany, Grand Haven, Mich., an- 
nounces that the redesigned hand- 
power Advance Lever Paper Cutter 
is now equipped with new Duplex 
Measuring Tape and Indicator. Ma- 
chines can be quickly set to produce a 
greater and more accurate renge of 


Section of Advance Cutter Showing New 
Duplex Measuring Tape and Indicator 


trimming and cutting work because 
of this new feature, the manufacturer 
states. The cutter is available in two 
popular sizes: 26% and 30% inches, 
cutting width. 

The bottom half of the steel meas- 
uring tape is marked with the usual 
1/16-inch graduation scale, while the 
top half is marked with a new type 
of scale, consisting of 1/12-inch grad- 
uations. This enables the operator 
to determine quickly the correct set- 
ting for such odd measures as 1/3, 
1/6 and 1/12 of an inch. In the 
past, it is stated, settings were on a 
scale graduated only in sixteenths of 
an inch lacking the present precision. 

As the indicator automatically 
shows the detail of both the top and 
bottom of the graduated scale, it is 
just as simple for the operator to de- 
termine a desired setting on the basis 
of the old as of the new graduation. 


The Advance Cutter’s operating 
lever is so balanced that it may easily 
be raised or lowered for rapid hand- 
power cutting. The knife is adjust- 
able to take up wear and is easily 
removed for resharpening.  Side- 
gauges are provided on each side of 
the table, extending both in front of 
and in back of the knife. The clamp 
can be easily operated, one spin of the 
clamp wheel running it up or down. 
It exerts an even pressure across the 
entire pile of paper to be cut or 
trimmed. 


Zeppelin Samples Latest 
Holliston Display 
The Holliston Mills, 


issued a sample display 
Natural Finish Cloth, a new line 
featuring a wide range of colors in 
neutral shades planned, according tc 
the manufacturers, “for unusual cover 
designing.” The samples fit into the 
Holliston Binding Fabrics Sample 
Books, which are in loose-leaf form. 


Discontinuance of the Stimko 
Quality is announced by the company, 
with the result that the contents of 
the Holliston Natural Finish Book 
now run as follows: Jutelin, Payko, 
Zeppelin, and Aero qualities. 


Inc., has 
of Zeppelin 
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Whether skies are blue or gray 
The aeroplane speeds on its way, 
Over sea and over land 


From pole to pole the distance spanned. 
New Paths of travel are unfurled 
By the "hum" heard ‘round the World. 


Ad. Says: When an aeroplane “takes off,” whether carrying pas- 

. sengers, mail, or merchandise, it means just one thing— 
a great saving of the most valuable commodity in the World—TIME. Star 
Flexible Glues save time in the bindery as they require no preliminary pre- 


paration. They are very flexible, have excellent penetration, and there is a 
grade to suit every operation. 


Send for a sample of our new casing-in paste. It "takes off" the mind all 
worry of warped covers, as the paste is perfectly balanced. 


BINGHAM BROTHERS COMPANY 


406 Pearl Street, New York, N. Y. 131 Colvin Street, Baltimore, Md. 
521 Cherry Street, Philadelphia, Pa. 980 Hudson Avenue, Rochester, N. Y. 


Every kind of Adhesive and Roller 





SCHUYLKILL LINING PAPER 


Leader in 


Quality ¢ Availability » Reliability 


Samples and Prices 


Gane Brothers & Co. of New York, Inc., New York 
Gane Brothers & Lane, Inc., Chicago & St. Louis 
J. L. Shoemaker & Co., Philadelphia 
Schuylkill Paper Co. 











ROSBACK Single Head STITCHER and FEEDER 


S " = Fills a field between hand stitcher and multiple 
with Multiple Stations 2d machines. 
a intended for plants poe general 
S; run of saddle stitching in lots of 500 up to any 
° “pin, Mecmmanes and quantity. Quick change, general jobbing ma- 
4asuy justed chines. Can be changed from one job to an- 
other in from 1 to 5 minutes. 
Has from 2 to 4 Times Capacity of Hand 
Feed Stitcher. Eliminates Inserting of 
Signatures. 
Positively guaranteed to cut stitching cost from 
50 to 75 per cent over old hand method, and to 
do and be everything we claim for it. Price 
includes installation in U. S. and a service man 
for several days’ demonstration. 


Built by F. P. ROSBACK COMPANY, Benton Harbor, Mich. 
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LL’s Fair, by Henry Landau. 
Putnam. Printed at Van 
Rees Press and bound by 
Van Rees Book Binding Corp.. 
™ ee 
-Girder type, stamped in red ink 
on the dark brown pyroxylin vellum, 
provides the necessary force for this 
royal 8vo war book; and india end- 
sheets form the transition to a com- 
manding interior. Title-page matter 
that might have looked crowded is 
placed in three panels within a frame 
of rules; an open star in the middle 
panel prevents a top-heavy effect. All 
headings are centered between a 
double rule above and a single below, 
and more space below that before the 
text begins. On their separate title- 
pages and in the Contents page the 
Roman Part numeral is set large and 
flanked by a bold asterisk—a pleasing 
artistic effect. Werner Helmer de- 
signed the book; his text pages, set 
in 12 pt. Granjon, are impressive: 
24 x 39 picas, little leading, and run- 
ning head complete at the top to 
emphasize the wideness. 


BERTRAND OF Brittany, by Roger 
Vercel. Yale University Press. 
Printed by E. L. Hildreth & Co., 
Inc., Brattleboro, Vt.; bound by 
Boston Bookbinding Co., Inc., 
Cambridge, Mass. 

Carl P. Rollins designed the format 
and binding of this large 8vo. He 
has used laid stock and strong types 
and ornamented the pages lavishly. 
The title-page, one of the season’s 
best, has a four-color panel of a 
medieval battle scene in the center. 
Title is set above and a descriptive 
line below, both in a large free-flow- 
ing, and open black-letter face. By- 
line etc. appear on the opposite page 
in the same type, set flush on the right 
and spaced to the depth of the facing 
picture. The same MS-style type is 
employed for running-head and chap- 
ter heading—this is beautifully com- 
bined with a series of three flourish- 
ornaments (one unit being used as 
chapter tail-piece). On the rose- 
colored vellum cover, the spine design, 
st.mped in black ink, echoes the 
period-style type-face and ornament. 
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Every detail is the result of tasteful 
planning. 


CrimE at Cops’s House, by 
Herbert Corey. Appleton-Century. 
Manufactured by Quinn & Boden 
Co., Ine., Rahway, N. J. 

This is a volume in the Tired Busi- 
ness Man’s Library, a set of 15 made 
uniform in format (crown 8vo) and 
type (Garamond), the size and lead- 
ing of the latter depending on the 
length of the MS. Uniform type 
pages simplified the make-ready job. 
This volume is bound in purple linen, 
AA pattern, stamped like the others 
in imitation gold roll leat with title 
and two skull trade-marks identifying 
the set—one on the corner of the 
cover and the other, smaller, centered 
on the spine. Pale green end-papers 
and top stain complete the color 
scheme. ‘Title-page matter is set 
boldly and openly and enclosed in a 
heavy frame. It faces a list of the 
series set less boldly and in a lighter 
frame, pierced at the top by the skull, 
which balances a small vignette on the 
title page. 


Due, by Ronald Fangen. 
ing. 


Vik- 


Manufactured by Stratford 


HELEN GRACE CARLISLE 


THE 
WIFE 


HARCOURT, BRACE AND COMPANY 


NEW YORK 


Emphasis without loudness 


Press-American Book Bindery, 
Inc., N. Y. 

Milton Glick, designer of this 
crown 8vo, used Kabel bold effective- 
ly here for incidentals. Except fo: 
the title itself, all the type on title 
pages and binding is set in it, as well 
as the 3-line chapter initials, the 
chapter titles (alined with running 
head and 14 in. above the text) and 
the folio. This, centered over 
horizontal rule at the top of the page. 
constitutes the running head, giving 
to a plain page (Caslon 1114/13 on 
toned stock) the same necessary punc| 
that is afforded by two bold dots on 
the titie page. The binding materiai 
is black vellum with a 2-in.-strip o1 
bright blue vellum all around bearing 
the lettering stamped in gold ink. 
Horizontal rules set off the strip. 


Henry For Hucu, by 
Madox Ford. Lippincott. 
factured by Vail-Ballou 
Binghamton, N. Y. 

An 8vo novel with dignity, charm. 
and interest, beginning with the 
bright red natural-finish cloth cover 
and continuing to the text pages. 
The stamping is in aluminum leaf, 
and the design is a smart typographi- 
cal use of short and long vertical 
rules herding one-word lines into trim 
oblong units on spine and upper-right 
of recto. Top stain is dark grey. A 
top and a bottom rule of sprigs and 
brackets adorn an inviting title page 
set in divers sizes of letterspaced caps, 
all arranged with care. The same 
rule, shortened, appears on half-title 
over a publisher’s preface set in a 
narrow and tasteful block, paragrapli 
unindented, and last line centered. 
‘The same rule graces the top of each 
new chapter and the separate Part 
title-pages. The first line of eaci 
chapter is set in small caps and start; 
flush with a stick-up initial. Titles 
are set toward the bottom of the 
2% in. space between rule and text. 
Granjon lino, 12/13 is set in a 22 x 
3614-pica page with wide but not 
overdone margins. E. S. Holloway, 
the designer, has done well. 


Ford 
Manu- 
Press. 


(Please turn to page 50) 
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Few of us would willingly 
return to the buggy and 





bustle 








era. Would you? 






THE BEST OF FIFTY YEARS AGO IS 
NOT GOOD ENOUGH TODAY 


You wouldn't buy a buggy today... 


SWIFT'S 


SWIFT. & SONS. 


RENZ 





INCORPORATED 





LOVE LANE .HARTFORD,CONN 


RENZ ROLL FEEDER 


EL DISC RULING MACHINE 


Equipped with Counting and Interleaving Machine 


Now operating in leading tablet, pad, and blank-book factories of United States, England, and Canada, spe- 
cially designed to give highest production of excellent quality ruling. 


SIMPLE CONSTRUCTION — EASY TO UNDERSTAND AND OPERATE 


Note These Superior Features: 


Durable Construction: All wearable bearings provided with either 
brass or ball bearing roller bearings, insuring years of constant 
service. 

One Operation for all of the following: (A) Cutting sheets 
from roll and feeding them into ruling machine. (B) Ruling 
sheets, two ways, both sides. (C) Counting the sheets and 
at predetermined count automatically inserting one unit of 
either paper, blotter, pressboard, or chipboard. 

Increased production: Specially designed and perfected new 
method Corner, makes it possible to operate El Machine at very 
high rate of speed without paper tumbles and smashups. 
Universal Automatic Long Sheet Counter, invented by Renz, 
and in combination with El Machine makes it particularly 
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adaptable to manufacturing tablets. 

Renz Counting and Interleaving Machine: In combination with 
El Machine makes it especially adaptable for manufacturing 
composition books, stenographers’ note books, and loose-leaf 
fillers. 

Can be purchased as combination Straight or El Machine or as 
separate units. Equipped with Roll Feeder or Sheet Feeder. 


Let Us Show You Further Particulars on 
How You Can SAVE MONEY with RENZ EQUIPMENT 


FRED RENZ & SON 


7025-83rd St. Glendale, L. I., N. Y. 


or '80 model clothes. Only Swift produces gold leaf 
different from that of fifty years ago. Only Swift, with marvelous precision machines, 
has eliminated costly and inaccurate hand beating. One thing Swift has retained . . . 
quality. Only genuine gold leaf that is "Always Heavier" bears the Swift name and mark. 
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AE hex resents 


"A Full Life" (limited edition): Aluminum leaf stamping; brown and cream linen-finish pyroxylin fabrics. Designed by S. A. Jacobs. Pub- 
lished by The Golden Eagle Press. Bound by Van Rees Bookbinding Corp. See The Bookmaking Parade for details of the other books 
pictured here. Photo by Criterion. 
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The Leading 
Teachers oft 


Hand Binding 


GERTRUDE STILES 
With National Library Bindery Co. 
1766 East Thirty-Third Street 
East Cleveland, O. 


| BEATRICE A. WILSON 
2105 Walnut Street 
Philadelphia, Pa. 


EDITH DIEHL 
455 East Fifty-First Street 
New York, N. Y. 


ELEANORE VAN SWERINGEN 


Preston Place 


University, Va. 


HELEN HASKELL NOYES 
77 Irving Place 
| New York, N. Y. 


SPEED UP PRODUCTION 
WITH THESE MACHINES 


STRIPPING MACHINE— 
For stripping tablets, check books, pocket checks, drafts, 
composition, note, coupon, tariff or quarter bound books. 
For Library, blank book, school book, end sheets; rein- 
force center of sections, index sheets, tip tape to sheets. 
Nothing to equal it in capacity, speed and quality! 
SELF-CENTERING ROLLER BACKER— 
For Library, job, and small edition binderies. Instantaneous 
adjustments on single books. Speed and quality unsur- 
passed. 
LIBRARY BOOK FINISHING MACHINE— 
No known method of individual book back finishing can 
equal it in speed, quality, or ease of operation. 
ROTARY GATHERING TABLE— 
For gathering sheets or sections. Double and trebles that 
of hand gathering. Over 300 in operation. 
BOOK BACK GLUER— 
For edition binderies. No hand gluing compares in 
speed, uniformity, and quality. 
PAPER COVERING MACHINE— 
Scores covers, glues on back and sides covering stitches. 
Speed up to 3600 per hour. 
GLUING MACHINE— 
Made in two models and four sizes: 12”, 17”, 25”, 30”. 


Glues paper, fabric, or boards smoothly. No burnt or 
caked glue. 


SPECIAL MACHINES DESIGNED FOR UNUSUAL WORK 
Send for Detailed Information 


JOHN J. PLEGER COMPANY 


Printing and Bookbinding Machinery 
609-13 WEST LAKE STREET CHICAGO, ILL 











HINGED 
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Make this new book 
YOUR BUYING GUIDE 
FOR HOLLANDS 


SEND FOR FREE COPY 


The new Ideal sample book shows everything you'll ever 
need in Hollands — white and colors, dull and glazed, gold 
and silver — all with the strong, sure gumming for which 
McLaurin-Jones is noted, all designed for either hand taping 
or automatic stripping, all reasonably priced. Send the coupon 
today for your free copy, and make it your permanent buy- 
ing guide for Hollands. 












Novel Invitation to Housewarming Builds 


Good Will for 


HEN Martin V. Blum, presi- 

dent and general manager of 
Bookbinders Corporation, Ltd., Los 
Angeles, sent out a flock of invita- 
tions recently to publishers and print- 
ers, inviting them to attend a house- 
warming party, the postman didn't 
have to ring twice. 

For somehow the word had got 
around that something out of the 
ordinary would be staged at the new 
plant at 1039-41 South Los Angeles 
Street, and the recipients of the invi- 
tations, on opening the envelope, 
found an invitation personally de- 
signed by Mr. Blum. It can be best 
described by that over-worked adjec- 
tive, “different.” Printed in black 
and rose on silver stock, it pictured 
the host himself in a chef’s uniform, 
standing behind a table piled high 
with eatables and drinkables of every 
variety. The table with its contents 
was die-cut so that it popped out from 


Coast Bindery 


the silver background as the invita- 
tion was opened. 

“Beginning at 2 o'clock the Book- 
binders Corporation, Ltd., will cele- 
brate with a housewarming party the 
occupancy of its spacious new busi- 
ness home,” the invitation read. 
“You and such printer friends as you 
desire to bring are cordially invited 
and expectantly awaited. 

“A workday has been selected so 
that you may see the various units of 
this highly specialized, twenty-three- 
year-old plant in actual operation— 
paper ruling ; blank book making; fine 
edition, pamphlet, and booklet bind- 
ing; punching, perforating and gold 
embossing. 

“And the educational program is 
but a part of that which is planned 
for you. It will be a typical Martin 
Blum party, and we’re polishing up 
the goblets and ordering many edible 
and potable delights for your further 





French Book Illustrator's 
Work Shown in N. Y. 


An exhibition of the work of René 
Ben Sussan, French book illustrator, 
is now on view at the gallery of the 
Limited Editions Club, 551 Fifth 
Avenue, New York, and will con- 
tinue until September 10. Included 
are lithographs and wood cuts for 
books by André Gide, Julian Green, 
and Israel Zangwill. Mr. Sussan was 
the illustrator for “The School for 
Scandal” for members of the Limited 
Editions Club. There are also being 
shown a number of illustrations which 
demonstrate by progressive stages 
their reproduction by the so-called 
“pochoir” process, in which color ef- 
fects are obtained by stencil. 


Seybold Transfers Perry to 
Chicago Territory 

Transfer of R. R. Perry of the 
Harris. Seybold Potter Company, 
Cleveland, to the Chicago territory is 
announced by H. A. Porter, vice- 
president in charge of sales. Mr. 
Perry has spent several years in the 
New York territory working under 
the supervision of J. W. Valiant, vice- 
« president. His transfer to Chicago 
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under William Guy Martin, western 
district sales manager, became effec- 
tive August 1. 


Lindenmeyr Features 75th 
Business Anniversary 

Henry Lindenmeyr & Sons, New 
York, Newark and Hartford, one of 
the best known paper houses in the 
East, is this year observing its seventy- 
fifth anniversary, which was featured 
last month. 

“Though adhering conservatively 
to sound principles of management 
formulated by its founder, our firm 
has never failed to keep pace with ad- 
vances made in the paper industry, 
and has frequently played the role of 
pioneer in its desire to offer at all 
times a really complete line of papers 
best suited to the graphic arts,’’ the 
company said in a statement. The 
firm was founded in 1859. 


Kansas City Firm Moves 
Printing Service, Inc., Kansas City, 
Mo., is now settled in its new plant 
in the Candler Bldg., 2107 Grand 
Avenue, where considerable new 
equipment has been installed. The 
company, which began business seven 
years ago, specializes in the manufac- 









enjoyment. .. . We'll be looking for 
you.” : 

The invitation made such a hit 
that more than three hundred printers 
and publishers called it a day at noon 
to attend the party, which lasted well 
into the evening. The offices looked 
like a flower show: dozens of floral 
tributes were sent to Mr. Blum and 
Henry Friedman, vice-president and 
general manager, who have been busi- 
ness associates in Los Angeles for 
nearly a quarter of a century. Con- 
gratulatory letters were also received 
from all over the country. 

This latest removal is the fifth that 
the Bookbinders Corporation has 
made during the twenty-four years 
it has been serving the printing and 
publishing interests of southern Cali- 
fornia. Heretofore removals have 
been due to the need of more space 
to take care of expanding business; 
the present move, however, while 
providing 10,000 square feet of manu- 
facturing area, was also made because 
of the new plant’s greater proximity 
to the retail business district and its 
unusually light and airy atmosphere. 


ture of catalogs, school and college 
annuals, and advertising literature. 


Noble and Noble, Publishers, 


Now a Corporation 

Noble and Noble, textbook pub- 
lishers, 76 Fifth Avenue, New York, 
formerly a partnership, have incor- 
porated as Noble and Noble, Pub- 
lishers, Inc. G. Clifford Noble has 
been elected president-treasurer; J. 
Kendrick Noble, vice-president, and 
Stanley R. Noble, secretary. The 
directors and officers are composed of 
the former partners who control the 
entire stock issue. 

G. Clifford Noble is rounding out 
nearly a half century in textbook pub- 
lishing. J. Kendrick Noble will con- 
tinue to act as sales manager for the 
New York territory, while Stanley 
Noble will continue as manager of 
the high school and college depart- 
ments. ‘The company is one of the 
dominating companies in the New 
York City public school field and also 
has several state contracts. 

Its books have been widely adopted 
here and abroad. During the last 
five years the company has sold over a 
million copies of its spelling and his- 
tory series. 
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Rings the Bell 


DURABLE -—constructed to give maximum 
strength and durability. 


EASY TO USE-a smooth, flat board that’s 


easy to work with. 


ECONOMICAL- special construction gives 


maximum strength without excess weight so that 
you get more square feet per ton. 





Send for a Sample Now. 


BIRD LAMINATED Proposed Minimum Specifications 





COVER BOARD Employing Bookbinders of America 
Average Mullen Test Mullen Test 
Caliper (Bursting Strength) (Bursting Strength) Points 
.060 350 235 -060 
.070 400 275 .070 
.080 500 315 .080 
.090 550 350 088 Established in 1795 
.100 625 385 .098 
110 700 425 110 East Walpole Massachusetts 
120 775 450 .120 



























COE’S RIBBON GOLD LEAF 
— The Quality Roll — 


Can be economically applied to either 
flat covers or bound books. 


A single Roll will convince you 


W. H. COE MFG. CO. 


NEW YORK: 130 W. 42nd STREET PROVIDENCE, R. I.: 89 SHIP STREET 












A REMINDER: 
have you re- 
newed your sub- 
scription yet? 


Portland and Perfection 


Continuous Guard 
for making books flat-opening 


Carried in stock by 


Louis Dejonge & Co. 
Gane Brothers & Co. of New York, Inc. 
Gane Brothers & Lane, Inc. 
The Holliston Mills 
J. L. Shoemaker & Co. 
Slade, Hipp & Meloy, Inc. 
Perfection Book-Back Company 


BOOKBINDING MAGAZINE 
1775 Broadway, New York, N. Y. 
Renew my subscription for 1 year (2 years) 


as 
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Records 


To THE EDITOR: 


We have recently received for re- 
pairs a town record book with a bind- 
ing which is unique in our experience 
with Connecticut records. Possibly it 
may interest others of your readers 
and someone may be able to give some 
information regarding it. 

The book is from the town of 
Stonington and the first record is 
dated in 1792. It is 12 in. wide by 
18% in. high and 3 in. thick. The 
cover is vellum with red leather strap- 
ping. Instead of boards the sides are 
stiffened with about 8 sheets of coarse 
paper pasted together. The signatures 
are thick, made up of 10 sheets of 
paper which is still in very fair con- 
dition and watermarked: one half has 
: aon and the other the intials 


The book is sewed on leather bands 
about % in. wide by % in. thick. In- 
stead of these bands being fastened 
to the cover by lacing or pasting, the 
cover is held on to them by twisted 
leather or parchment thongs which go 
through the strapping on the back of 
the book and around the bands. (One 
of our binders who learned his trade 
in Scotland says that the lacing of the 
straps to the side covers was still 
done when he learned his trade, but 
apparently more for ornament than 
for anything else.) 


Most unusual is the headband, 
which is a wooden stick % in. in 
diameter, wound with brown thread 
and fastened to the book by a few 
loops of thread and by parchment 
loops through the back. A similar 
foot band evidently has been lost. 


The red leather strapping is backed 
with paper but not pasted down to 
the vellum. The lacing of white 
sheepskin goes through the covers. 
There is no round to the back. In- 
stead of tooling, ink lines are used. 

We surmise that the book is of Eng- 
lish make, although there is no reason 
why it cannot have been made here 





OOKBINDING MAGAZINE 


- offers this space as a forum 
for the expression of interesting 
Opinions, queries, or other co-n- 
munications of its readers. The 
editors invite pro and con dis- 
cussion of any letters, commu- 
nications, or ideas appearing in 
these columns. Such discussion, 
the editors, believe, will be of 
benefit to the industry. 


by a workman of foreign training. 
Timothy Green was making record 
books at New London, only a few 
miles away. at about that time. By 
an interesting coincidence, a recent 
issue of the N. Y. Tribune has a piece 
about an old Boston account book of 
1783 bound in much the same manner. 

Is this a common type of binding 
in England or on the Continent? 


NEWTON C. BRAINARD. 


The Case, Lockwood & Brainard Co., 
Hartford, Conn. 


(Editor’s note: 

If any of our subscribers here or 
abroad can enlighten us on this in- 
teresting old binding, we shall be glad 
to publish their letters in this column.) 


Very very! 
TO THE EDITOR: 
BOOKBINDING MAGAZINE is a very, 
very good magazine. I go through i: 
page for page as soon as I get it. 


C. H. WOLTER. 
United Ruling & Binding Co. 
St. Paul, Minn. 


Useful 

TO THE EDITOR: 
I am glad to enclose check with 
this letter in payment of a year’s 
subscription to your magazine, as my 


Chicago, Il. 





manufacturing man, Mr. Blaise Rec- 
ca, informs me that he finds it very 
useful to him in the work of his de- 
partment. 
JOHN MACRAE, 

President. 
E. P. Dutton & Co., 
New York City 


Bookmen 

To THE EDITOR: 

Your magazine came this morning. 
I have read the writings of many 
binders in it and especially there is 
one who, while not a binder, writes 
under the title “Tribute,” and the 
name is Stephen Zweig. I commend 
that writer, as the way he speaks it 
seems that his timbrel is sounding 
for the right of bookmen; and | 
should like to hear from him again. 

It might be of interest to you that 
it has in boyhood been my privilege 
to serve every one of Longfellow’s 
daughters on fixing up the shrubs and 
also on rebinding their books. Mosi 
of all the great authors at that time 
I served in different capacities which 
I look back on with honor. 

I shall always watch for your 
success. 

Davip FARQUHAR. 

Cambridge, Mass. 


Appreciated 
TO THE EDITOR: 

We certainly appreciate receiving 
your magazine. After reading it 
with interest, I give it to the work- 
men in the bindery, and they als» 
seem to appreciate its value. 

ALFRED ROPER. 
Tribune-Great West Printing Co., 
Minneapolis, Minn. 


Invaluable 
TO THE EDITOR: 

You may always count on my be- 
ing a subscriber. I consider THE 
BOOKBINDING MAGAZINE invaluable 
to all in the bookbinding industry. 

LEONARD MOUNTENEY, 


Director. 
The Cuneo Studio, 








Greenberg, Publisher, Has 
Tenth Anniversary 


Greenberg, Publisher, Inc., New 
York, observed its tenth anniversary 
last month. Founded in 1924 by 
J. W. Greenberg, now president and 
secretary, it absorbed the Adelphi 
Company in 1926. R. I. Warshow, 
owner of Adelphi, joined Greenberg 
as treasurer and vice-president and is 
an active factor in the organization. 


Starting with the policy of publish- 
ing only non-fiction of enduring 





quality, Greenberg has continued this 
policy except for adopting recently a 
line of 75-cent popular copyrights and 
rental library fiction. The company 
has also been singularly successful 
with its “special promotion books,” 
devoted to cookery, gardening, boy 
and girl life. Before being issued 
to the trade in general, such books 
are allocated exclusively to one outlet 
in a given territory ninety days be- 
fore. The result has been sales of 
more than 250,000 for each of these 
various titles. 
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Exclusive with us! 


GLUES 


Specifically Designed for 
Marray, Sheridan and Smyth Machines 


with the collaboration of the 
T. W. & C. B. Sheridan Company 


No more costly trial-and-error in your plant! Here are the RIGHT glues 
for your machines—perfected to yield full-capacity production and perman- 
ent flexibility without waste or spoilage. We will gladly demonstrate. 


National Adhesives Corporation 


820 Greenwich St., New York - Chicago, San Francisco, and all principal cities. 


Introducing 
BROWN Our NEW 1935 Perfect Model K 


Double 16, Double 24 and : 
Double 39 gare —— shaft, a 
plunger and geared handle. 
Stationary main casting gauge. 
BOOK FOLDER Simple raising and lowering of 
the bed up to about 3!/.” 

with Christensen Pile Suction Feeder 

No grain of leather too coarse! 
ae eee No imitation leather too poor! 
— As . to be perfectly imprinted 
— a fo with the Perfect Simplex K. 
\ oe FF a | eI One, two, three or four lines 
4 : . 1 — of text in a single operation! 


Size without stand: 26% in. high, a 
16 in. deep, 10% in. fr Size MR. BOOKBINDER! You can 


of stand: 36 in. high, 24 in. not afford to be without a 
deep, 8% in. wide. Net weight: 
58 Ibs. With stand 185 ths. 


TWENTY (20) REASONS! WHY!! SIMPLEX 


Gold siampers and bookbinders universally have installed and 
recommended them. 


Models R, H, QAH and QAF also recommended. 
For full details and price write For quantity work, the Simplex ballbearing automatic foil feeders. 


BROWN FOLDING MACHINE CoO. 


Erie, Pennsylvania 


Write, phone or wire TODAY for full particulars. 


SIMPLEX GOLD STAMPING PRESS CoO., INC. 
425 Fourth Avenue, New York City 


Ce a EE Se Se ee Cable: Mildoheil NY Phone: CAledonia 5-4056 
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New Uniform Sales Contract 


(Continued from page 18) 


6. Plates—Plates ordered shipped 
from printer’s plant are subject to 
handling and cartage charges. 

7. Over-runs or Under-runs, — 
There shall be a tolerance of 10 per 
cent for over- or under-count, and 
this shall be charged for or deducted 
on the proportionate basis of the 
presswork price. 

8. Paper—Where paper is sup- 
plied by the publisher, printer will 
not be responsible for balance lots of 
less than one ream, and at the end of 
each calendar year said lots shall be 
eliminated from the inventory. 


III. Edition Bookbinding 


1. Receipt of Material—All printed 
sheets must be properly jogged up, 
cut to size and imposed for binder’s 
equipment. 

2. Count—The binder will not 
be required to hand-count sheets or 
other material supplied by the cus- 
tomer or his authorized agent. The 
basis of count shall be the folded and 
gathered record made as soon after 
receipt as practical. 


3. Balance of Editions.—Folding, 
plating, gathering and/or sewing on 
all unordered sheets is to be com- 
pleted by the binder, unless a written 
agreement to the contrary is made 
with the customer. Billing of all 
such work performed shall be made 
within one year from completion. 

4. Split Orders—When customer’s 
delivery requirements necessitate split- 
ting of orders, each lot separately 
bound shall be charged for at a com- 
mensurate price for the smaller 
quantity. 

5. Specimen Covers.—At customer’s 
request binder will make without 
charge one lot of specimen covers. 
Additional lots will be charged for 
on a cost basis. Should specimen 
covers not be followed by regular 
edition order, all specimen covers 
furnished shall be charged for. 

6. Delivery of Books: 

(a) To publisher’s warehouses: 
Delivery to door or floor shall con- 
stitute complete delivery. 

(b) All prices, unless otherwise 
specified, shall be quoted f.o.b. main 
office of purchaser. 


(c) To stores: When a manufac- 
turer delivers books to book stores an 
additional charge shall be made for 
deliveries of less than 100 books at a 
time. 

7. Imperfect Books—The binder 
will not be responsible or liable in 
any way for defects in paper or 


printing which appear on the inside 
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ot folded signatures, unless the con- 
tract between the customer and the 
binder covers the presswork as well 
as the binding. Binder’s liability for 
defective work shall be limited to the 
cost of paper, presswork, binding and 
transportation charge. 

8. Over-runs—The binder shall 
be allowed a tolerance of 10 per cent 
over or under the quantity ordered, 
excepting that when order is for en- 
tire edition binder shall charge for 
all overs, 

9. The discount for payment in 
cash specified in paragraph (j)—2 of 
the Appendix to the Code shall 
apply to the binding, only in case the 
work is billed as soon as the binding 
is completed. When delivery and/or 
billing takes place subsequent to the 
date of completion such bill shall be 
net on the 15th of the following 
month, except when the binding is 
done in advance of the required de- 
livery date at the request of and for 
the convenience of the manufacturer. 


Western Shade Cloth Co. 
Offers Complete Desk Cabinet 


An attractive sample cabinet is 
being offered to bookbinders and pub- 
lishers by The Western Shade Cloth 
Company, Cermak Rd. and Jefferson 
St., Chicago, and 43 Leonard St., 
New York. Surmounted by a useful 
desk thermometer, the cabinet, which 
is obtainable on request, contains 
eight sample books comprising the 
company’s entire line of book cover- 
ing materials. 

The book cloths spun and woven 
in The Western Shade Cloth Co.’s 
cotton mill at Goldville, S. C., are 
constructed with special attention to 
the stresses to Which book coverings 
are subjected, it is stated. Finishing 
is done by the latest coating and 
stiffening processes, the result of the 
concern’s long experience in the win- 


dow shade and related fields. 


Burr Ptg. House to Move 

Burr Printing House, Inc., book, 
catalog, and magazine printers and 
pamphlet binders, one of the oldest 
printing establishments is New York, 
will be located in new quarters at 
80 Lafayette Street, New York, on 
or about October 15. An entire floor 
has been leased. 

Founded in 1837, the company has 
been at the present address, Frankfort 
and Jacob Streets, for the past ninety 
years. Some new equipment will be 


added. 








Colonel James A. Blair, Jr. 

Colonel James A. Blair, Jr., chair- 
man of the executive committee of 
the Kingsport Press, Kingsport, 
Tenn., and president of the Kings- 
port Press Sales Agency, Inc., 578 
Madison Avenue, New York, died 
August 15 in New York at the age of 
fifty-four. 

One of the country’s pioneer avia- 
tion enthusiasts, Colonel Blair was 
commanding colonel of the general 
staff overseas in the World War and 
in 1919 was appointed army member 
of the American Aviation Mission 
to study foreign aviation policies. 
He received decorations from four 
European countries. 

Colonel Blair owned one of the 
finest collections of Chinese art ob- 
jects in the United States, which he 
had gathered in part during his 
travels in the Far East. He was a 
director of a number of well known 
corporations and also active in New 
York club life. He was unmarried. 


Bookbinders Trade Association 
Continues Code Campaign 


Continuing its campaign for inde- 
pendence under the NRA, the Book- 
binders Trade Association, Inc., 11 
Park Pl., N. Y., published last 
month a 16-page issue of its organ, 
the Binder & Ruler. Included are the 
full text of Judge Patterson’s decision 
of July 11 and a statement of the 
association’s platform. Copies are ob- 
tainable on request. 

The issue also contains a proposed 
code for the trade binding industry, 
tor which the Bookbinders Trade 
Association is endeavoring to gain 
further endorsement. In this is in- 
corporated the complete proposed list 
of minimum prices to be charged for 
trade binding and paper 
operations. 


ruling 


Print First Book in U. S. 
From Rubber Plates 


The first book ever printed in this 
ccuntry from rubber plates was re- 
cently published by Charles Scribner's 
Sens, New York. It was Jackson 
Gregory’s “The Emerald Murde: 
Trap.” 

The book was printed at the plant 
ct the publishers, the Scribner Press. 
311 West 43rd Street, New York. 
and has aroused considerable interest 
among both publishers and book man- 
utacturers. 
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Its Record Is An 
OPEN BOOK ~- ~ 
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* 
WHEN we offer Davey Binders’ Board to the bookbinder 


Aa 
¢ "9 . 
V9 
“A ye #! a 
we offer a product of known worth. 190 years’ leadership is back of 


s 3 
ff l “4 Davey Board has been the combined reputation of the Davey Company and Gane Bros. & Lane, 
\y Uf f EG the most durable sub- Inc. Use Davey Binder’s Board—cut down do-overs, rejects, lost time, 


stance for case making and production costs. Samples and prices sent on request. 
since 1842 


Sa GANE BROS. ona LANE, Inc. 


x 1335 West Lake Street, Chicago, Illinois 


1515 Pine St., St. Louis, Mo. 560 Broadway, N. Y. 


Subscriber's Information Form | 


Many letters reach us from subscribers inquiring where certain goods or equip- 
ment can be obtained. We can usually supply the information. We want to 
be of service to our subscribers in this way, and we desire to encourage requests 
for such information. Make use of this form for the purpose. 


BOOKBINDING MAGAZINE, 
1775 Broadway, New York, N. Y. 


Please tell us where we can secure (give description as fully as possible) 








BEHLEN’S RULING COLORS 1844 "1934 
Full Strength Colors of Highest Quality New HICKOK SR all Metal 


Ruling Machine 


PP Smee 


THE STANDARD FOR 45 YEARS 


Registered at U. S. Pat. O%ce 


Try our Non-Rubbing Black {246. ... 
Patent Blue {65. ... Ask for good- 
sized samples. . . . Write for List {2. 


H. BEHLEN & BRO. 
10 Christopher St. New York 











TRIUMPH STAMPER 


For Gold Stamping and Imprinting 


A small machine, simple in construction, with great power. 
Will stamp any job up to | x 3 inches. Complete with auto- 
matic feed and 3-heat switch. 


ACKERMAN-GOULD CORP. 438 Broome St. New York 


For Repairing and Preserving Books, 
Manuscripts, Records. Send for Sample. 


FRAKES PARG 


September, 1934 











Tt RULING MACHINE IS WITHOUT AN EQUAL 
in Speed, Accuracy, Ink Control, Fine Adjustments, 
Strength, Advanced Construction, and other features. 


The New Hickok runs with clockwise precision, perfect 
balance, and stability, comfortably handling any kind of 
job within the full range of its capacity, at speeds from 
2500 to 5000 sheets per hour. 

Made in Two Sizes: 
#1 Machine, max. size sheet 24" wide x 28" long. 
#2 Machine, max. size sheet 28" wide x 32" long. 
Write for circular, prices, and list of satisfied users, 


some of whom have bought three machines in the 
last three years. 


THE W. O. HICKOK MFG. CO. 


HARRISBURG, PA., U. S. A. 





























The Bookmaking Parade 


(Continued from page 40) 


Horse Nonsense, by Yeatman 
and Sellar. Morrow. Manufactured 
by Stratford Press-American Book 
Bindery. 

Donald M. Stevenson had his 
hands full in designing this 12mo, 
an adult book crammed with weil 
balanced line drawings of every size. 
There are long and short captions, 
footnotes, and quotations. Thus the 
11 pt. Baskerville is varied by 10 pt. 
extracts and 8 pt. footnotes. There 
are too many triple-asterisks—an out- 
moded division-indicator. Chapter and 
running heads are also set in the 
traditional caps with outside folios. 
The binding is a sporty autumn plaid, 
only partially disfigured by neat white 
labels too severe for the spirit of the 


book. 


HycieNneE aNpD Home NuwrsING, 
by L. C. Lippit. World Book Co. 
Manufactured by L. H. Jenkins, 
Inc., Richmond, Va. 


A clearly printed crown 8vo text, 
employing 10 pt. Mono. No. 21, 
with boldface topic phrases, on a 
light English-finish stock which keeps 
the bulk down without loss of opacity. 
Numerous line and halftone illustra- 
tions are put where they belong textu- 
ally, but with only the ordinary care 
for appearance and the usual inartistic 
run-arounds. Title page makes the 
best of excessive material, the author’s 
qualifications being set in small italics 
so that the main lines stand out. 
On the smooth blue linen cover a 
heavy symbolic drawing is stamped 
with a rather weak color combination. 


MURDER OF THE HONEST 
Broker, by W. Sharp. Claude 
Kendall. Manufactured by J. J. 


Little & Ives Co., N. Y. 


Garamond 12/14 and laid stock 
contribute to the clean-cut appearance 
of this 8vo. The margins are over- 
generous—the less of two possible 
faults. Table of Contents is set force- 
fully in 12 pt., giving full play to the 
mysterious titles. On the half-titles, 
the title is set square in four lines 
well-placed in the upper right corner. 
The gruesome title-page, though 
doubtlessly bad art, is good atmos- 
phere, and the same applies to the 
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jacket-style backbone design by Steele 
Savage, stamped in black ink on the 
contrasting yellow natural-finish cloth 
cover (front is plain). 


Nuvat THE Brave, by Radko 
Doone. Macrae-Smith. Printed by 
The Haddon Craftsmen, Camden, 
N. J.; bound by Franklin Bindery, 
Philadelphia. 


A royal 8vo juvenile with almost 
the solemnity and soberness of an 
adult biography. The cover is a 
very dull affair in green pyroxylin 
vellum stamped with type and line 
cuts in black ink, and with a dis- 
cordant blue edge stain. The type 
is 14 pt. Garamond, set 24 picas wide 
and nicely leaded and margined, but 
there are so few illustrations, for an 
illustrated book, that the pages should 
have been enlivened typographicaily. 
This is taken care of to some extent 
by the heavy 3-line chapter initial 
and the italics on Part title-pages—- 
blank-looking because of the large 
page size. The Contents page con- 
sistently echoes the types used within ; 
and the title page is well spaced, a 
black line cut being placed low to 
balance the title. 


THE KING OF THE ARCHERS, by 
René Bazin. Macmillan. Offset 
printed by The Polygraphic Co. of 
America; bound by Montauk 


Bookbinding Corp., N. Y. 


A delicate motif-symbol is provided 
by the blind-stamping of a slender 
arrow on spine and of a large bow 
and arrow on recto and verso of this 
crown 8vo, bound in violet natural- 
finish cloth and with type stamped in 
imitation gold leaf on the spine. 
Peacock blue top stain adds to the 
rich coloring of the exterior. The in- 
terior format is surprisingly plain 
and undistinguished : ordinary chapter- 
heads with 2-line initial; large caps 
running head containing outside folio ; 
outside margin  disproportionately 
wide. It is, at least, legible. 


Tue New Dea in Europe, by 
Emil Lengyel. Funk & Wagnalls. 
Manufactured by The Cornwall 
Press, Inc., N. Y. 


Seeing three type faces on the back- 
bone (one each for title, trade name, 









and publisher), one rightly expects 
little from the rest of the format. 
Orange ink on black vellum is a good 
combination for this style of book, 
and the Kabel bold stamping is satis- 
factory. But the inside seems to have 
taken little advantage of the simple 
methods that have been devised to 
make a book attractive, except for 
such minor matters as the use of dots 
instead of asterisks between subsec- 
tions, and the commencing of the first 
chapter of each section on a right 
hand page following a half-title. The 
note “About the Author,” facing the 
title page, is (1) out of place and 
(2) set without imagination or taste. 


Tue Wire, by Helen Carlisle. 
Harcourt, Brace. Manufactured by 


Quinn & Boden. 


“Typography by Robert Josephy,” 
says the copyright page. This time 
it means an engaging use of large 
Weiss initials: Each of the two Books 
begins with an initial three lines deep, 
extending the same distance above the 
type, and indented % in. A slender 
type page, 22 x 37 picas, is ingeniously 
extended by centered running head 
and lower folio. In an arresting title 
page the title is displayed in 2 lines 
of large Weiss caps centered between 
author at top and publisher below in 
small type. The designer has devised 
a handsome natural linen cover 
stamped in orange and black inks: 
Weiss again for title (large on front, 
medium on spine), set off by a series 
of widely spaced rules running aroun] 
the entire cover. (We don’t like the 
publisher’s imprint-—it is so tiny and 
in such inappropriate type that it is 
a blemish on the backbone.) Finally, 
the orange top stain matches one of 
the inks and goes splendidly with 
the cover material. 


—D. M. G. 


Fifth Technical Conference 
Scheduled for October 

The Fifth Technical Conference 
under the joint auspices of the Print- 
ing Industries Division of The Amer- 
ican Society of Mechanical Engineers 
and the Printing Research Institute 
will be held in Philadelphia in Octo- 
ber. This will be the Institute’s 
charter meeting. 

Edward Epstean, who is chairman 
of the program committee, may be 
addressed care of the Society, 29 West 
39th Street, New York. He invites 
suggestions for topics and speakers. 
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Leading Book Manufacturers 


RAUNWORTH & CO. inc. sncoxirn ny. 
TYPESETTING 
ELECTROTYPING /° 
PRINTING - BINDING / Bri 


E. L. HILDRETH & CO., INC. 


Better Books at Reasonable Prices 


Producers of Finest Quality Composition, Make-Up, Proofread- 
ing, Presswork and Bindings for Over Fifty Years. ‘ 


551 Fifth Avenue Brattleboro 
New York, N. Y. Vermont 





NEW YORK AND NEW JERSEY 


AMERICAN 


BOOK BINDERY INC 
COMPOSITION + PRINTING : BINDING 
75 VARICK STREET - NEW YORK 












































J.J. Little & Ives Company 


Typesetting :: Electrotyping :: Printing 
Binding :: : Editorial Service 


425-435 East 24th Street, New York 





















GEORGE McKIBBIN & SON 
Edition Binders 
Only Highest Class Work 
Solicited 


Bush Terminal ‘svlephone 
Brooklyn Sunset 6-0056 


MONTAUK. Conronsrion 
Book Manufacturers 


609-619 W. 5lst St. New York, N. Y. 
COlumbus 5-4216 


JOHN E. DUNN, Inc. 


Book Jacket Specialists 


324 East 23rd Street Telephone 
New York City STuyvesant 9-5223 





























The Cornwall Press, Inc. 
426-428 West Broadway 
Edition Binding in Cloth and Leather 
New York 


GSH WOLFF) | “°° it? 


private and institutional libraries. 
55 EAST llth STREET NEW YORK 





Tel. Walker 5-812) 





SF Bost Mesnfacturers since 1893 
526 West 264% Street ~ New York 


THE HADDON CRAFTSMEN 


Photo Engraving Composition  Electrotyping 
Printing Binding 
New York Office: Equitable Life Assurance Bldg. 
Manufacturing Plant: Camden, N. J. 
















BENNETT BOOK STUDIOS, Inc. 
160 East 56th Street, New York City 


Extra Bookbinding in Imported Leathers. Entirely by hand, 
practiced as a Fine Art—Every known form of Protective Case 
for Books, Mss., Broadsides, etc. Delicate and Intricate Re- 
pairs on Leather, Cloth and Paper. We challenge comparison 
with the best foreign workmanship. 















NEW ENGLAND 


C. B. FLEMING & CO., INC. 


Book Manufacturers 







GRADY BOOKBINDING CO. 
Book Manufacturers 
Fine Cloth, Leather, and Padded Silk Bindings 


| 
216-222 W. 18th St., New York City 
; Chelsea 3-2814 









Norwood Press Norwood, Mass. 








THE PLIMPTON PRESS 
Complete Edition Work 
NORWOOD - MASS. LAPORTE - IND. 


ALENTINE CO., INC. 


Edition Book Manufacturers 
Cloth and Leather 


330 W. 42nd St. New York City 
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Leading Beok Manufacturers 


PENNSYLVANIA 


OLDACH COMPANY 
EDITION BINDERS 


Established 1854 
525 Locust Street Philadelphia, Pa. 


VIRGINIA 


L. H. JENKINS, Inc. 


RICHMOND, VA. 


Edition Book Manufacturers 
Case Making for the Trade 























INDIANAPOLIS 


Bookwalter-Ball-Greathouse Printing Co. 
Printers — Binders Ww 










MURPHY - PARKER COMPANY 
Edition Binding, Leather, Cloth 
Also Catalog 
Efficient Workmanship Prompt Service 
701-709 Arch Street, Philadelphia, Pa. 












QUALITY + CAPACITY + SERVICE 
1506-22 North Capitol Ave. Indianapolis, Ind 






International Textbook Press 
Scranton, Pa. 
Complete Printing and Binding Service 


CHICAGO AND MID-WESTERN 


CONKEY COMPANY 


NEW YORK HAMMOND, IND. CHICAGO 
Edition Book Manufacturers for Fifty Years 


A complete service from manuscript to bound book 


















W. B. 






TENNESSEE 








Complete book production 


KINGSPORT PRESS, Ixc. | | BROCK & RANKIN | 
KINGSPORT, TENNESSEE 615-627 South La Salle St. 

CHICAGO, ILL. 

BOOK MANUFACTURERS 


Sales a 
578 Madison Ave. New York 421 W. Erie St. Chicago 












BALTIMORE EDITION 










MOORE & COMPANY, Inc. 


109-11-13 SOUTH STREET 
BALTIMORE, MD. 


Edition Binders 








Printers and Binders Specializing in 
School Text Books 
2100 North Natchez Ave., Chicago, Il. 






MEYERS 
Self-Adjusting 


“ee BACKER 


Most versatile hand 






SPINNER BROTHERS COMPANY 
Edition Book Manufacturers 
732 Sherman Street, Chicago, IIl. 





























roller backer in the 









world. Produces backs 


JOHN F.CUNEO COMPANY 


General Book Manufacturers 
2242 GROVE STREET CHICAGO 


of fine workmanship 
appearance, with bet- 







ROBERT O. LAW COMPANY 
ter opening quality. 
Equally efficient on | 


edition or library re- 
binding work. Users 









claim it is the easiest MISSOURI 
machine to operate 
without fatigue. (Air- 


clamp model also 










BECKTOLD COMPANY 


EDITION BOOK MANUFACTURERS 
200-212 PINESTREET ST. LOUIS, MISSOURI 







available.) 


L. W. MEYERS COMPANY 


1828 Milwaukee Avenue Chicago, Ill. 
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Bindery Services & Supplies 


ee ee 


SUPPLY HOUSES AND 
DISTRIBUTORS 


Louis W. Bergman 
487 Broadway, New York City 
GENUINE LEATHER—ARTIFICIAL 
LEATHER—BOOK CLOTH 


Jobs, Seconds and Special Lots Always 
on Hand 


Louis Dejonge & Co. 
Bookbinders’ Leathers — Papers 
Interlaken Book Cloths 


New York 


Philadelphia Chicago 


GANE BROTHERS & CO. 
of New York, Inc. 
560 Broadway 
Every requirement for the 


Bookbinder 
Telephone: Canal 6-4976-4977 


Gane Brothers & Lane, Inc. 


Bookbinders Supplies and 
Machinery 


Chicago St. Louis 


Griffin, Campbell, Hayes, 
Walsh, Inc. 
65-67 Duane St.. New York 
Chicago Boston 


Athol Artificial Leather—Interlaken 
Book Cloth—Brighten Roll Leaf— 
Leather and Binders Supplies. 


C. B. HEWITT & BROS., Inc. 


23-25 GREENE STREET 
NEW YORK 


Binders Boards—Tar—Semi-Tar 
—Press—Chip—News 
Specialties 


The Holliston Mills, Inc. 
Norwood, Mass. 


Bookbinders’ Supplies, Machinery 
and Equipment 


on New York 


Bost 
Philadelphia Chicago St. Louis 


Marshall Son & Co., Corp. 


228 Purchase Street 
Boston, Mass. 


Fabrikoid — Interlaken Cloth 
Bookbinders’ Supplies 


1934 


Septemher, 


POST & FLOTO 


Est. 1895 
Importers of 
Bookbinders’' Leathers 


14 Reade St. New York, N. Y. 


J. L. Shoemaker & Co. 
15 South 6th St. 
Philadelphia, Pa. 


90 years of service to the 
Bookbinding Industry 


Slade, Hipp & Meloy, Inc. 
119 W. Lake St., Chicago 
Leathers, Head Bands, Tapes, 


Binders’ Board, Interlaken Cloth, 
DuPont Fabrikoid, etc. 


White, Son Company 
Importers of Fine Leathers 
Bookbinders’ Materials 
12 South St., Boston, Mass. 


“Colonial” Interlaken Du Pont 
Binders’ Board Book Cloths Fabrikoid 


MACHINERY SUPPLIES 


Bookbinders’ Machinery 
of All Kinds 


Sam Cohen Machinery Corp. 
123 Greene St., New York City 


The Brackett Stripping Mach. Co. 
Manufacturers of 
STRIPPING MACHINES, TAPE END 
TRIMMERS, TIPPING MACHINES, 
FILE FOLDER AND ENVELOPE 
MACHINES. 

28 W. 23d St. 
New York City 


608 So. Dearborn 
Chicago, IIl. 


The Challenge Machinery Co. 
Grand Haven, Mich. 
Manufacturers of 
Paper Cutters, Paper Drilling Machines 
and Paper Punches 


17-19 Austin Ave. 200 Hudson Street 
Chicago New York City 


pa stock of coment 


overhauled Bookbin 
Machinery 
REASONABLE PRICES—TERMS 
Hoffmann Machinery & Engraving Co. 


114 East 13th Street New York City 


ers 


MARTIN MACHINERY 
CORPORATION - «- - 


Manufacturers Bookbinding Machinery 


136 Liberty St., New York 
RE ctor 2-9656 


BRASS DIE ENGRAVERS 


Becker Bros. Engraving Ce. 
103 Lafayette St., 
New York 


45 Years of Service 
to Binders 


Hatz-Kummer-Marek, Inc. 


EMBOSSING 
& STAMPING D | E S 


910 W. Van Buren St., Chicago 


Frank J. Spaeth 
BRASS DIES OF 
EVERY DESCRIPTION 


232 Summer Street 


Telephone 
Boston, Mass. 


Liberty 3077 


Truart Reproduction Co. 
236 West 27th St. 
New York City 


Artists in Brass Dies 
BOOKBINDING PAPERS 


C. B. HEWITT & BROS., Inc. 
23-25 GREENE STREET 
NEW YORK 


Flexible Papers 
Red—White—Black 
Back Lining—Red Rope 


JAPAN PAPER COMPANY 


(Established 1901) 
109 East 31st Street 
New York 

Philadelphia Boston 
Imported and Domestic. Hand, Mould, & 
Machine Made. Plain, Colored, & Deco-. 
rated. Text & Cover Papers. Skin & 
Paper Vellums & Parchmeuts. 


Kelsey-Risden Co., Inc. 


692 Greenwich Street 
New York City 


Backlining, Flexible, and Felt Papers 
Press—Binders—Chip—Newsboard 


(Continued on following page) 
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BOOKBINDING PAPERS 


MISCELLANEOUS 


INDEXING 





Inquire of your Supply House about 


SCHUYLKILL 


LINING PAPER | | FOR THE TRADE ~~ 
co oe Beton a tac “ | | JOHN M. GETTLER Perfection 


Continuous Guard 


J. L. Shoemak . 
gt dey for making books flat-opening 


Schuylkill Paper Co 





200 Varick St. New York, N. Y. 
WaAlker 5-5346 










SEABURY & CUSHMAN 
John E Donallen & Co. 
12 South St. Boston, Mass. 


IMPROVED BOEHNER BINDER CO. Economy Ta Cloths 
111 Fox Street Aurora, Ill. for Reinforcing 


Boehner Stamper 
For Roll Leaf Stamping and Embossing 


Tamm & Company 
66-68 Duane Street 
New York City 


Bookbinding Papers 
of Distinction 


Compact machine; great power, small 
effort; clean impressions; minimum waste 














15 S. 6th Street, Philadelphia 


BOOKBINDER’S MATERIALS 
Ledger Brand American Russia 


Free from Injurious Acids 


Distributors 
KERATOL (IMITATION LEATHER) 
GRISWOLDVILLE SUPERS 


SCHUYLKILL LINING PAPER 
INTERLAKEN MILLS BOOK CLOTHS 


| J. L. Shoemaker & Co. | 


SUPERIOR BINDERS BOARD 





SUPREME SIZE MFG. CO. 





* 


When in Need 
of 
Bookbinder Wire 

Phone 


Beekman 3-2760 
3-3798 


* 


GITZENDANNER -MULLER CO., INC. 
15 Vandewater St. New York 


EXCLUSIVE TANNERS OF 


Su ARK LEATHER 
FOR BOOKBINDI NG 


Natural Grair J Emt 


OCEAN LEATHER CORP. 





730 44th Street Brooklyn, N. Y. 





The Ideal Preparation for Tooling and Stamping 
on Leather, Imitation Leather, and Cloth Bindings 


SUPREME SIZE is an excellent substitute for albu- 
men for all kinds of leather, imitation leather, cloth 
binding, paper, law work, label lettering where 
buffing and skive leathers are used, etc. It is 
notable improvement over other sizings. No dan- 
ger of stains of white or finger marks; retains adhe- 
sive qualities indefinitely yet is not sticky; acts as 
preservative. Samples gladly furnished. 


DISTRIBUTORS:—W. H. Kemp Co., 350 Hudson St., New York.— 


Gane Brothers & Lane, Inc., 1335 West Lake St., Chicago.— 
J. L. Shoemaker & Co., 15 South 6th St., Philadelphia. 


RUSSELL ERNEST BAUM 


FASTEST SELLING FOLDING 
mae tee S IN AMERICA 





42 GARDEN ST NEWARK. } 
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GLUE, for the BINDERY 





LION BRAND 
Flexible 


Glues 


ding—Spe- 
cial Gober 


DHESIVES) ing Glue. 


Manhattan Paste & GlueCo., Inc. 


Factory: 309 East 22nd St. 


Main Office: 382 Second Ave., N. Y. C. 
Branches: Philadel: 
ca 


hia, Boston, Chi- 


go, Milwaukee, London 


BURRAGE 


FLEXIBLE GLUE 


combines strong 
ties with permanent flexibility. 


Robt. R. Burrage 


15 Vandewater St. 


“Tailor-Made” 
Glues for 
Your Machines! 
(See page 47) 


<i> 


NATIONAL ADHESIVES CORP. 
Main Office: 820 Greenwich St., New York 

















adhesive quali- 


New York 





















UPACO 
Ve a 
GLYCOL 


Paste 


An adhesive manufactured ac- 
cording to a formula developed 
by the Employing Bookbinders 


ot America. 


UNION PASTE CO. 


290 Boston Ave. 


HE World's Largest and 
Oldest Manufacturer of 


Dry Animal GLUE 


PETER COOPER 
CORPORATIONS 


GOWANDA, N. Y. 


N. Y. City Office and Warehouse 
281 Eleventh Avenue 


THE BROWN & DEAN COMPANY 


Refiners of gold leaf wastes for forty three years 
and manufacturers of the famous finisher's rubber: 


104 Richmond St. 


PEARL DOG 





Providence, R. |. 


BOOK COVER DIES 


SINCE 1885 


Becker Bros. Engraving Co. 





September, 


103 Lafayette Street 


1934 


thw ae dela 


Coming Through 


the Sky BOOKBINDERS’ BRUSHES 
For 
by GLUE, PASTE, INK 
To Cover 
Ad. Hesive EVERY TYPE OF WORK 


(See page 39) 









THE HOLLISTON MILLS, Ine. 
Makers of 

















FLEXIBLE GLUE 


Distributors of 




















ELECTRIC GLUE POTS 
BOSTON NEW YORK 
CHICAGO ST. LOUIS 














Medford, Mass. 


























HEWITT BRAND 
Quality 
FLEXIBLE GLUE 


Greater Strength and 
Flexibility 


DRY GLUES—All Grades 


C. B. HEWITT & BROS.., Inc. 
23-25 GREENE STREET 
NEW YORK 


RUBBERSET 


QUALITY 


































Write for circular of complete line 


RUBBERSET COMPANY 


Newark, N. J. 











FINE BOOK GILDING 


Cilt Edges Gilt Tops Red Under Gold 
Card Beveling for Book Boards 


R. MARCHETTI & BRO. CO. 
42-44 Bond St., New York GRamercy 7-5629 


























ROYAL E. BURNHAM 


Attorney-at-Law 
PATENT AND TRADE MARK CAUSES 
511 Eleventh Street, N. W. Washington, D. C. 





55 


FOR SALE 


BOOKBINDING EQUIPMENT 

2—Seybold Cutters, late style, 44 and 
38 inches. 

1—Hoole Machine & Engraving 
Works Improved Champion 6- 
wheel Numbering Machine, foot- 
power, Serial No. 1711. 

1—John Jacques & Son 45 in. Book- 
binder’s Shear or Cardboard 
Cutter, hand-power. 

1—Latham Machinery Co. 24-in. Job 
Backer. 

1—Oswego Machine Works 32-in. 
hand-clamp power Paper Cutter, 
Serial No. 4535, 10 ft. 3 ins. 
leather belting and metal guard. 

1—Sanborn 6-rod Standing Book 
Press, size 21 x 29 x 54 in. 

1—Latham Machinery Co. Monitor 
Bench Type Embossing Press, 
138% x 13% in. Platen, elec- 
trically heated head. 

1—“B” Cleveland Folder with Cleve- 
land Continuous Feeder. 

1—“B” Cleveland Folder with Frohn 
Pile Feeder. 

1—“B” Cleveland Folder without 
Feeder. 

1—“E” Cleveland Folder. 

1—Baum Folder, 19 x 25. 

1—Portland Power Punching Machine. 

1—Portland Foot-Power Punching 
Machine. 

1—No. 4 Boston Wire Stitcher. 

3—No. 2 Boston Wire Stitchers. 

1—National No. 3 Wire Stitcher. 

1—National No. 4 Wire Stitcher. 

1—Morrison Wire Stitcher No. 12Z. 

1—28-in. Stimson Foot-Power Per- 
forator. 

3—Quick Bundling Machines. 

1—44” Seybold Cutter 10Z. 


HOOD-FALCO CORPORATION 
225 Varick St. WaAlker 5-1554 
New York City 


— 


HALL FOLDER 
40 x 52 Hall edition folder in run- 
ning order and good condition. Bar- 
gain. R. N. Orchard, 429 Wayne St., 
Detroit, Mich. 


19 x 25 Baum Folder 


Factory Rebuilt 
Equal to New—Guaranteed 


ONLY $715 f.0.b. factory 


$110 initial and $25 monthly 
ONLY*%, established, rated firms 


RUSSELL ERNEST BAUM 


12 Reade St., N.Y.C. WOrth 2-1425, 6895 





e¢ OPPORTUNITIES e 


25c Per Line . . . $2.00 Minimum .. . PAYABLE IN ADVANCE 















FOR SALE 


FOR SALE 





BOOKBINDERY MACHINERY 

Model B Cleveland Folding Ma- 
chine, Serial No. 2134 with Cleveland 
Automatic Feeder No. 217, with dou- 
ble letterfold and 32-page attach- 
ments. A real buy. 

1 Rosback Automatic Wire Stitcher. 

1 Model 3-H Morrison Wire 
Stitcher. 

1 Rosback Automatic Stitching Ma- 
chine with four stations. 

Model 104 Latham Wire Stitcher, 
capacity % in. 

1—20 x 30 Sheridan Standing Press. 

Seybold three-knife Book Trimmer. 

THE WANNER COMPANY 

720 S. Sherman St. Chicago, Il. 


BOOKBINDING EQUIPMENT 
6—No. 3 Smyth Sewing Machines 
3—No. 4 Smyth Sewing Machines 
3—No. 10 Smyth Sewing Machines 
1—National Straight Needle Sewing 

Machine 
1—Marresford Tipping Machine 
3—Crawley Backers 
1—Large Singer Sewing Machine 
1—No. 1 Smyth Casemaker 
1—No. 2 Smyth Casemaker 
1—Smyth Casing-in Machine 
2—Ellis Roller Backers 
1—Robinson Rotary Board Cutter 
1—West Sealing Machine 
1—Model “B” Cleveland Folder 
1—Model “E” Cleveland Folder 
A. W. ROBERTSON 
461 Eighth Avenue, New York, N. Y. 
Tel.: MEdallion 3-2851-2 


BINDERY BARGAINS 
All machines rebuilt and guaranteed. 
Prices F.O.B. Cleveland 
28-in. Latham Power Punch with 
Motor and ten punch heads, $195.00 
30-in. Burton Rotary Power Perfora- 
tor, $140.00 
44-in. Dexter Power Cutter, Auto. 
Clamp, $980.00 
Brown 2-head Stitcher with Motor, 
$418.00 
THE M. L. ABRAMS CO. 
1639 Superior Avenue 
Cleveland, Ohio. 


BINDERY EQUIPMENT 
1—Krause _ All-Iron Cardboard 





Shears 41l-in. cut, (practically 
new). 

1—Frohn Roller Back (practicaiiy 
new). 


1—Section Scoring Machine (Over- 
sewing Machine Co.). 
Address Box 930, BOOKBINDING 


MAGAZINE, 1775 Broadway, N. Y. C. 


DECKLE EDGE MACHINES 

Bench Type Machine, Moderately 
priced. Send for circular. Lester & 
Wasley Co., Box X4, Norwich, Conn. 


SINCE 1855 
the name of “KRAUSE” on any ma- 
chine has been a symbol of reliability 
—and it’s just that on our guaranteed 
used 
Bookbinders’ Machinery 
All used equipment rebuilt or over- 
hauled in our own shop—your inspec- 
tion is invited. 
KRAUSE 
55-57 Vandam Street 
WaAlker 5-8870-1-2 


BINDERY EQUIPMENT 

1 Rosback Round Hole Rotary Per- 
forator, 36” size with six heads, motor 
attached. Machine good as new. 

2 Adams Paging Machines. 

1 Rotary Board Cutter with motor. 

30 Finishing Rolls and hand stamps. 
Address Box 105, BOOKBINDING Maca- 
ZINE, 1775 Broadway, N. Y. C. 





MORRISON STITCHER 
Morrison Wire Stitcher, 1%%4-in. ca- 
pacity, with Spring Toggle Attach- 
ment, for sale. Address Box 1000, 
BOOKBINDING MAGAZINE, 1775 Broad- 
way, New York. 






















RELIABLE REBUILDING 





To correctly rebuild, reas- 
semble, and adjust a ma- 
chine requires mechanical 
skill and years of experience. 
We don't farm out our re- 
building. It is all done in 
our own well-equipped 
shops in New York and Chi- 
cago by expert mechanics 
who are specialists in book- 
binding machinery. We 
assume full responsibility for 
the quality of our rebuilt ma- 
chines because we do the 
work and know that it is 
done thoroughly. 


Smyth Casing-in Machine 
30” Gem Lever Cutter 


tS Standard Lever Embosser 
with gold leaf attachment 


14x22 Colts Armory Press 
with book cover inking 
attachment 


E. C. Fuller Co. 


28 Reade St. 343 So. Dearborn St. 
New York Chicago 
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FOR SALE 


PRINTERS’ AND BINDERS’ 
EQUIPMENT 
3—Crawley Backers 
4—No. 3 Smyth Sewing Machines 
2—Model B Cleveland Folders 
8—Dexter Folders, 44 x 54 Feeders 
i—Marresford Pasting Machine 
1—40-in. New Model Sheridan Cutter 
1—22-in. Smyth Casemaker Machine 
1—Juengst Gatherer Machine 
1—14 x 22 Universal 
5—Power Wringers, 17-in. to 30-in. 
100—Heads and Dies for all Punch- 
ing Mach. 
1—Jacques 45-in. Hand Shear 
5—Table Gluers 6-in. to 32-in. 
10—Round Corner Machines 
5—Hoole Numbering Machines 
15—Power & Foot Punching Machines 
10 Different Wire Stitchers 
7—Foot Roller Backers 
10—Lift Trucks 
15—Table & Standing Presses 
10—Bundling Machines 
Send for our List 


NIAGRA, 45 Elizabeth St., N. Y. C. 
CAnal 6-5493 


EMBOSSING PRESS 


For Sale: One Krause Embossing 
Press 17 in. x 12 in., practically new, 
with electrical heating unit. 


FORTSCHRITT SKIVING 
MACHINE CORP. 
43 West 16th St. 


New York City 

















EQUIPMENT 
For The 
BOOKBINDING PLANT 
















We own and offer: 









Sheridan horizontal Bundling or 
Smashing Machine. 


"Quick" Upright Bundler. 
Hickok horizontal Bundler. 


30" Latham Creasing & Crimping 
Machine. 


26" Standard Backing Machine. 
24" National Slot Hole Perforator. 


Sheridan Bookbinder's Standing 
Press. 


34" Acme Automatic 
Power Paper Cutter. 
















Clamp 
32" Oswego hand clamp Power 
Cutter. 


No. 2LC Mentges 14 x 21 Job 
Folder. 


Model B Cleveland Folder. 







Also Job and Cylinder Presses 
and other equipment. Write us 
what you need. 


THOMAS W. HALL CO. 
1071 Sixth Ave., New York 









September, 


1934 








FOR SALE 


BOOKBINDING MACHINERY 


Every machine overhauled and guar- 
anteed. Very large stock for 
immediate delivery. 
Paper Cutters—hand and power—dif- 
ferent sizes. 

Wire Stitchers—all sizes and makes. 

Sewing Machines—Smyth & National. 

Job Backers and Crowley Backers. 

Folding Machines, Styles B.-E.-O. & 
Baums. 

Punching Machines, foot and power, 
all makes. 

Perforating Machines, foot and power, 
different makes. 

Embossing Machines, Krause & Do- 
mestic—hand and power. 

Standing Presses, Gluing & Hoole 
Numbering Machines. 

Juengst Gathering Machines. 

Christensen Multiple Wire Stitchers. 

Krause, Seybold, etc., Round Corner- 
ing Machines. 

Brass Type—Dies—Tools—Rolls—etce. 
HOFFMANN MACHINERY CoO. 

110 E. 13th Street, New York 


TOmpkins Square 6-5727 








WIRE 
Wire for Bookhinding and Box 
Stitching purposes. Round and fiat. 
Quality guaranteed. 
THE SENECA WIRE & MFG. CO. 
FOSTORIA, OHIO 


HELP WANTED 





BINDERY FOREMAN 


Wanted: a foreman with full knowl- 
edge of all classes of work, cloth and 
leather, in an edition bindery in 
Greater New York. Apply giving ex- 
perience. Correspondence confidential. 
Address Box 110, BoOKBINDING Ma- 
GAZINE, 1775 Broadway, N. Y. C. 





BOOKBINDERS’ 
MACHINERY 
REPAIRED 


By Experienced Men 





GET OUR ESTIMATE 
SATISFACTION GUARANTEED 





The Rathbun & Bird Co., Inc. 


Established 1898 
85 Grand St, N. Y. CAnal 6-4145 













SITUATIONS WANTED 


ALL-AROUND BOOKBINDER 

Steady and efficient worker of 25 
years’ experience. Capable at all lines 
of forwarding and finishing, including 
de luxe bindings. Familiar with cut- 
ters, stitchers, folders, sewing ma- 
chines, gold stampers, and other 
standard equipment. 

Have had executive and estimating 
experience. Need steady work—salary 
to start a secondary matter. Go any- 
where. Address Box 115, BooKBIND- 
ING MAGAZINE, 1775 Broadway, N. 
¥oe 


CAPABLE BINDERY MAN 


Bindery man of executive type has 
had 25 years’ experience on edition 
work. Can operate Paper Cutter, 
Cleveland Folder Model O, does ex- 
cellent leather work. Capable all- 
around man. Best references. Go 
anywhere. Address Box 915, Boox- 
BINDING MAGAZINE, 1775 Broadway, 
R. 2.26. 


EMPLOYMENT SERVICE 


WHEN YOU NEED 
BINDERY HELP 
PHONE CHELSEA 3-8620 


Paper Cutters, Cleveland Folder Operators, 
Bindery Help, Male and Female, Supplied 
Free to Printers, Bookbinders and Allied 
Trades. 


GRAPHIC PLACEMENT 
EXCHANGE (AGENCY) 


Established 1929 


167 West 23rd St. New York 


Art Binders’ Crafts Ass'n 
To Meet September 5 


The Art Binders’ Crafts Associa- 
tion of New York will open its fall 
season with a meeting Wednesday 
evening, September 5, at the Blue 
Ribbon Restaurant, 145 West 44th 
Street, New York, beginning with an 
informal dinner at 5 p. m. 

Started in the spring, the associa- 
tion is a group of leading extra 
binders of New York City formed 
to meet monthly to discuss problems 
and topics pertinent to extra binding. 
It is expected that discussion will 
revolve around the tariff on foreign- 
bound books, on which a report is 
slated to be presented, and the status 
of the extra binder under the Graphic 
Arts Code. 

















“OPPORTUNITIES” 


A SMALL AD ON THIS PAGE GETS RESULTS 


Call Circle 7-6126-6127 or Write 
BOOKBINDING MAGAZINE, General Motors Bldg., New York 
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BINDER’S 
BOARD 


For The Most Particular. 
MANUFACTURERS , 


more than 143 years 
PHILADELPHIA 


~~ Se es 
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D Slad + Pres. 
Samuel Slade, Vice Pres. & Treas. _ m Je, Pees 


Frank J. Dinges, Sec. 


SLADE, HIPP & MELOY, Ine. 


119 W. Lake St., Chicago 


Distributors of 
Interlaken Mills Book Cloth—DuPont Fabrikoid 
Monroe Binders Board—Griswoldville Super 
Genuine Oeser Leaf—Diamond Decorative Leaf - 
Morocco—Cowhide—Buffing—Calf—Sheep—Skivers 
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Complete stock of all bookbinding accessories carried for prompt shipment 
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DON'T LET THEM GET AWAY 


Whenever you lose a customer you lose dollars. Anybody knows 
that. But what everybody may not know—is just why the customer was 
lost in the first place. Sometimes it’s due to poor service, sometimes 
price, but very often inferior workmanship or materials which result in 
warped covers. You need never lose a customer on this account if you 
use UPACO EBA GLYCOL PASTE. Scientifically made, it never varies— 
summer or winter. Leading book manufacturers everywhere use UPACO 
with utmost confidence and complete satisfaction. Why not send today 


for your free trial gallon of UPACO GLYCOL PASTE—the EBA paste. 











UN TON THERE Is 






200 BOSTON AVENUE Manufacturers of Adhesives 





7 REASONS WHY 


FUNK & WAGNALLS BIND THESE DICTIONARIES IN 


“FABRIKOID” 


Dictionanics have to take it 
on the chin - - that’s why it is es- 
sential that they be well made, and 
well bound. Funk & Wagnalls 


knew the job ahead of them, and 


a ie ak a Ae ah deat 


. 3 


a, 


they chose “Fabzikoid” for the 
binding, because it’s been proved 


by actual test that “Fabrikoid” for 


Bi MR, MoE, 


bookbinding is... 


1, HARD WEARING. .. It resists day- 


after-day, month-after-month abuse. 


. SCUFF RESISTING . . . Highly re- 


sistant to cracking or peeling. 


. WATER PROOF .. . Rain, water, food, 


ink, won't stain it, 

WASHABLE .. . Finger marks and 
other spots wash off with soap and 
water. 


. DIRT RESISTING .. . Its smooth sur- 


face resists dirt and stains. 


. FAST COLOR ... Colors do not 


crock or fade or run, even when wet. 


- VERMIN PROOF . . . Cockroaches 


and other vermin will not touch it. 


REMEMBER: "Fabrikoid” works 
easily in ordinary bindery practice 


<< 
: 
ae 
= 
~y 
S 
: 
Se 


.-. and does not raise binding costs 


THE LITERARY DIGEST edition of ‘‘The 
Standard Atlas and Gazetteer of the World”; 
the new ‘Comprehensive Standard Diction- 
ary”, and “The New Standard Year Book 
for 1933" - - all published by FUNK & WAC- 
NALLS and bound in ‘’FABRIKOID”. 





